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CLOAKS. 
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. Among the garmenta nowadays, ` 

z: $. A oloak isall the rage; : 

‘+. Upon the crowded thoroughfare, =.. š 
“os The pulpit, or the stage, 0. co n i 


=> o. ho market-place is wellsupplied > 00 

oi rs. 5 Withall the new designs, © 0 * 
SE Whilst art and ingenuity mee tS E ou 

wo With roguery combines, . 


far ee 


SRN 


A oloak of gossamer would guit, °°: : 
. «= Ifthings were what they see; —— 
~~» But flesh ia but an envelope, ` 
- “ And life is but a dream, -` 


A cloak of modesty becomes | ;’ 

The one who has it not; os. 
But soon appears too burdensome, * 
**"'Too chil y, or too hot, © 


Acloak:of black is suitable, ~ 
Where reason lies in chains— 
` “Where mercey is enrobed in blood, 
And justica never reigus, 


A cloak of piety may screen 
The sanctimonious knave; 
But death detects the counterfeit, 
. And drops it in the grave, ` 


A robe of humble righteousness; 
With texture bright and strong, 
Defies old Death: So each one takes = > 
' Hig garment right along. a oy 
—_ y 
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{The Renowned Friend). >, 

of aument oure more; to learn, if. pessible, the” 
; 6 difficulties teat surreund mankind.: 

. And, judging from my deelings at tke present., 


>a time, L would say there wes a great necessity for| 


~-menand women tô labor with a will: for super- ; 
_stition and ignorance seem to hold many minds | 


(man AND MATTER Publishing 


į organization, they will hold up their heads and 
4 be honored by the muititude. And for the sake 
_ {of the young men and. women of earth, I come 

‘here, to-day, to try in some way to reach those 


< ii perform in earth life; and: the trer they are to 
themselves the sooner they will gravitate to a 
`: | true-condition of happimess, This perhaps may. 
| not be of interest to many, but E am speaking 
| with a specih] purpose to-day. T want 'w reach 


če Tig onething to be talking ‘te a small circle of peo- 
i pleand another in-undertaking:toyeve a communi 
“cation tothe. world, ‘I wish, to add another link to: 
-4 the chain of eviderice ‘thatthe souls of men and 


‘ S ‘thatmortal forms, workingout lifes:desting, some- 


| T watch with énterest every labot of their lives} 


a 
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able spirit, operating. and working through the- 


‘who have not confidence in themselyes, and who 
feel that'in the hour of trial they are not appre- 
ciated; and ee to be worthy of honor and 
respect. This is viewing things from a falee stend- 
point—this is looking at life in a false diredion.. 
‘Every created being is of use, and ‘has a labor to 


individuals who wre going throngh trials, that 
they are not in themeelves prepared to'bear; or 
at least they are looking at the world, wondering 
what the world wiil think. ‘It makes no differ- 
enoe What the public thinks, 80 long-as the souls 


-fat men and women are true—so long as their’ 
purposes are just—they need not quail or tremble: 


at. public opinion nor themselves; amd men and 
women will homer them. ‘George Fox. 


“Many REANG, 
l (Lambertville, N.J.) ; 
Gace Morwa :—I vésited the. cirele the other 
evening for tae ‘purpose of gainiag strength to 


contrel the medium aud give a-communication to 


the public; but I- feel now, somehew,- as if T mas 
cin the presence of the public, and perhaps [may 


| not beable :to give what Imeally wish todas For it. 


women are immortal--that life és eternal ; and 


times lahar ‘batter than they .keow. Tam wot 


fo Cehe Renowned Frend.) >. } anxious to gain notoriety through the papere, bat | 
o Ti @oop Monina :—I have taken on the ssmblance. 


‘Tewant. my frieads to kwow that I exist, and that 


and I ges the trials and perplexities that arise ii. 
‘their pathway, They would.ask.: “ How éodt-that 
one who has lai! off the mortalform can look en 
and see the whanges going on émong dear and 
loved driends-and be ‘happy?’ I would say to 


this communication for her friends in Lambert- 


| good friends. “I coms here, to-day, to reach some 
| of may relatives, who are going through, what 


| her.mind until: there comes eome “fearful event 


-e the opportunity to develop their gpiritual gifts to,| want my driends tå take this subject into consid.’ 
~- v constantly-at. the eppearanees that men make in| come dut before the world’ and investigate it, I 


tion to their own: internal development, and see) look well before they turn: their backs upor: a 


ee slong a8. the. mind hold’ an individual in any re-} speak but what will bear me out in what I say 


: in bondage that are capable of doing a great | them, if I saw nothing but thediflivultées they 
amount of labor, if they only allowed themselyes | encountered, 1 would inéedd be very unhappy ; 
“to be free, And it is for that reason that I take | but seeing the result of each trial,-as it comes up, 
hold again of a sortal form, knowing that it is| 1 understand. it is only a.useful lesson they ans 
the only means by which £ can nean humanity. | learning in every trial that they experience, | 
Now, some persons think that if they appear well | These, perhaps, may not be agreeable at the time, | 

to the wonky to-day, and seem te held a position | but the future, ia ites great unfoldment, will give 
that men and women teok upon with respect, | evidence sufficient to conviace evary one of them 
that they are daing something wonderful, and | that they are experiences to perfect their apiritual , 
something really to he.adwired and appreciated | condition. I am axious, in aome way, to cos vine i 

. by the human family, This is all vÆ well;.as | my friends of the trath of Spiritualism, I did not 

. ‘far asit goes; but-even that effortis.cauggy many | know, anything about it; or did ‘net understand | 
| > human hearts to bleed. At is placing them ina | that depacted spirite could return and conteol ant 
*. position where eyery thought is sent out in the | organization to:spewk und F have lost. consider: ` 
direction of material foroes, aud they have not | able. from being ignorant upon thie subject. 1L; 


~ any extent-whatever, Now, instead of looking so, ération, and. if they baye not courage enough-to 


-< the world, let-each indivienal direet their etten-/| ask them tö: hold.cixcles in their own bomea, and 
` whether they are in a condition to enjoy life and‘) truth that will be the means of making the dhu- 
the beauties cf nature to ite fullest extent, and it’) man family happier and better. Ihave lived in 

will. answer that question for seach individual. | spirit lifelong enough -to know that creeds and 

- Now, no human beig can:enjoy life so: long as | forms sro of no valve to any individual. Some 
they are putting restraint upon their energies, or |.ef my dear relatives aro iso cloaked by. and. 


forcing themselves into a-pesition that they.are | wedded to the church, that it will be almost im- 
B Wi possible: for them to believe the evidence that ia |. 
>: tality, If they must «se up either to make this | placed before thom. Bat I an bere to speak plaiy.. 


unable to fìl without destroying some other. wen- 


:- appearance, they are destroying their. own condi- | trethan, and to-try and unde all the wrongs that 
tions of happinesa. ` Toine it looks abeurd, but to | exist in society. I want my sistere and brothers 
_ an, undeveloped mind, the appreciation of the | not to pay too much attention to the formali- 
world is tha: one great Hoon they requfre, And, | ties.of hfe. They have been educated or trained 
what is the world’s appreciation: and what is the | in Uae wrong direetion, ` Itis not the appearance 

~ world? is'a-qnestion they never stop to answer. | of people that amounts to anyzhing, but-the real 
~ Now, all individual life tends towards progresa, f spirit or substance of the individual. T think no. 
“when allowed to goin a natural direction, but so i spirit will return avd control an organization to 


straint; that long: théra will be, one continued | in that direction, You may beud your knee in, 


| 1 donot wish to speak ofin a padblic circle, With 
my old-fashioned wapa, J could uot always please 


| would wish Shem to wo, - But E find that they 
|| are diving out their lives, as 1 dived out mine, or 


Ont, 


“things that are. not avéted for the public; but as 


ue labor that is being performed, and they under- 


“>. ture~I:-do not claim to. understand what is to be 


“3: dition of happiness, But if I wad to use reason 


- scene of discord and inharmeny ; and individuals 
_ heed notexpact to derive the full fruits of human 
- life, “Iam. anxious to gee that change that bas 
; been.spoken of so many tines by minds or spirits 
- of great devetopment, They, ‘looking from their 
standpoint, see and realize. the great amount of 


stand the possibility of these great changes that 
: have been. prophesied day-after day. But. I do 
-nöt claim, as yet, to: come: in. rapport with the fu- 


done to make this change, or to complete the còn- 


and study my own spirit, I would say that 
_ every individual must gravitate to a natural 
- condition. And todo this, the- forms, rules and 
regulations of society must not be the chief còn- 
sideration of -men and women. They must learn 
to be independent of public opinion, They must 
learn to appreciate their own efforts in the direc- 
tion of honor and truth; and it matters not what 
the world says of any individual, so long as with- 
in his own breast, he knows that every etfort ia 
being made in the direction of honor and truth: 
So long a8 his confidence is in his own truthful- 
ness and honor, he can be happy in a desert, or 
alone in the world. This is really the only thing 
that can bring compjete happiness to any human 
being. Itis not the opinion of othérs—itis not 
- what the public may think—but it ia what indi- 
viduals think of themselves, And, if they inves- 
tigate-their own spirits, and see that there is 
_ nothing there to condemn, but a truthful, honor- 


‘ehureb, and conform to all the rules and regulà» 
tions: of society; but. if you donot love your 
‘brothers and sisters, and look upon the human 
family as holding righta and desires as well, as 
yourself, you cannot, at first, enter into any condis. 
tion of happiness. -L labored in my life for. the 
interests of others, and: felt a deep interest that. 
my relatives should be successful in every under-. 
taking. And Iam ‘here to say that all my hard 
“experiences of the past ara washed out with the 
knowledge that I always tried to do the best J, 
knew under ‘all circumstances, Yet) in. many 
things I was ignorant and made many mistakes, 
I have many friends who will be glad to hear 
from me, if they can be made to realize that I 
really have returned and conversed with them 
for a short time. And, as it ig necessary for every 
human being to understand this great principle 
before the human race can come into a condition 
of perfection; Iam only here trying to do a por- 
tion of the great labor that is to be done, I 
may not be able to, give you an intelligent com- 
munication, for I feel all the time, as {sit here, 
as if the whole world was looking upon me. | 
came back to give this kind of evidence, and par- 
ticularly to the clergy; for they seem to think 
that everybody must be kept in darkness, and 
look upon that power that brought them. into 
existence with fear and trembling. Look with 
trustfulness to every force that surrounds you, 
and soon yon will find that your trust is not mis». 
placed. You will please gay that Mary Reading, 
‘of Lambertville, N; J., bas returned and given 


arer 
a 


ville, and wherever they may be found. l 


Cactura St, CLAIR = 
< :, .Paunton, Mass:) 

Goon Motsina :—I hope you will excuse an old 
lady for not getting up to speak-to you: [Cer- 
tainly.) 1 visited your circle with the other lady 
that gave the communication, and I thought I 
could not do less than come and give a commu-, 
nication for the paper, [We are glad you came, | 
As I. had quite a great deal of knowledge of 
Spiritualism, while [dwelt in the mortal form, I 
ivel: ag'though I would like to strengthen all 
the believers in the divine philosophy, and also 
give strength to some who seem not to have 
strength to guide themselves, In my earth life, I 
was considered peculiar, and as having some very 
old-fashioned motions; and although my friends 
thought a great deat of me, they were fearfully 
mortified, sometimes, at some of my peculiar 
ways. And [find since l left my body and have been 
able to look ground, £ was loved dearly by many 


they consider, very serious difliculties at the 


| present tine, And i want to speak particularly 


Tto oxe pewon, whem I did not know, or was not 
acquainted with when I was ia the mortal-form. 
He das taken upea himself responsibilities, and 
now feels bowed-dewn and troubled, becaiige thé 
wonld doss not leek bright and . bekutifals and: 
‘dwome ito try and give some encouragement 
tothom.: ‘Wor W'bee: it is not always to be cloudy: 
und dank—that theré isto bee bright and beauti- 


ful duture for them, The greatest difficulty they’ 


‘seem. to be surrounded with, at the present time, 


$ is, that thay are mediumistic aad take ‘on such a 
+ varioty of conditions that.they destroy their own 


coxdition of-happiness.. I ask them to think and: 


‘There is mo necessity for any ene. to, cloud his or. 


“nat human nature cannot ewercome, Butt seo 


| woebatacles.in their pathway—no obstacles but f 


what can be overcome with perseverance and 
shope, and for thet reason £ want them te took 


atthe bright side af nature, and not nurse the | 


dank and gloomy agpect that they are nursing at 
ithe present time. å have children whom I would 
Jike to reach, but I don’t know whether it'would 
be exactly ggreeable to them or not; and there 
are bumo things connected with my earth life that 


my children, and they did uot do exactly as I 


at least tried to, as darias the circumstances 
would permit me, I am anxious thet my husband 
‘Bhould come and-give. a: communication, for [ 


think i would have great weight it lie would, : 


We lived to'a reasonably old-age, happy aud cón: 
dented: with our: surroundings, but it seemed as. 
chough we coubd pot make everybody happy 


around ua. He lasla that de made some mistakes“ 
din regard to his business, before he-left his phys-: 


ieal forms and he wants, even if thereis no other 
way, except through the: paper, to speak plainly 

he subject. Perhaps Tam tiring you with niy 
communication; but 1 feel ao. anxious to make 
‘the lives of some people. happy, or at- least to. 
throw. some ways of light upon their lives, that. 
perhaps I may. bring into this communication 


longas I have mentioned no uames, and have not 
said to whom J am giviig this communication, 


they will’ receive it and undereand it, Idon’t. 


know that it is wrong, Will you be kind enongh 
to give my name as: Cecilin St. Clair, Taunton, 
Mages, J. used to visit. Boston, very often, and at: 
tend: circles,.and J: was- a Spiritualist at heart, 


Some of my friends wil) recognize me, and. 1 


hope that some: of them will answer to that 


ALEX ANDER GOODMAN, a 
(Long Branch, NaJ) X 
. Goon Moesiya :—I understood, from the presi- 


Gent-of this meeting, that all forme and. ċorëmon- 


ieg must be-ignored, if L. entered. in here, So [ 


hope. you will axghse me if I come down to plain 


matters of- faet without offering up any invocation; 
oy.calling upon any-power to descend and control, 
or to favor uny.one present, -To me this -seeins to 


‘be something so wonderful, yet so out of the or- 


dinary way, that I scarcely know how to gather 
together thoughts guilicient, or to arrange them 
#0 that I can be understood. When I think, that 
at one time in my physical life, I thought it was 
necessary to bend my knee to that power which 
men call God, and to humiliate myself for the 
sake of receiving some particular favor from that 
power; I feplas if I hud spent a lifo of useless- 
nese, and lived practically in a channel which, in 
the oud, enfecbled me and left’ me without any 
anchor or hope to rest upon. I am glad 1 am 
not called upon to again bring myself into that 
condition ; for it ig not a correct one, and only 
leads to the destruction of the human soul, The 
sooner it is ignored the bajer, These may seem 
strauge sentiments to be falling from my lips— 
this nay seem to the world as savoring of pro» 
fanity; yet I will ask the human family to atop, 
iu their onward course, and to thoroughly test 
this subject for themselyes, Now, you saem to be 
in a condition to grapple with mighty truths, and 
to arrange the forces of nature in a sensible man- 
te, ON 


+ 


‘J and as they have never had any knowlegéyof an 


-forms and make their condition in life miserable,. 


{their fuves tye look. ' for ‘Deautifntand better cons 
-way, I may be stumbling or making unnatural 


act, and wateh ‘the indluences around them, and- 
-make themselves happy. dastead of undappy. 


into a very exalted condition, while there is such 


ner ; but you do not, for one moment, realize how 
the masses view or look upon that power that: 
men call God, They depend upon their davelop- 
‘ment, and cannot arrange a thought beyond that; 


universal principle acting through all life, they . . 
arrange a God according to their conception of, ° 
the highest type of humanity. And as human 
beings are governed by selfishness, they have felt 
that if, in any way, they. have offended that pow- ` 

er, it. will wreak its vengeance upon their mortal 


and in the end ‘cause. them to writhe in agony. 
through eternity. Iam not addressing you ; for 

you understand that all the forces in the universe- 
are that one eternal principle. which manifesta. : 
itself through the development of nature. Ifa -` 
tree puts forth its leaves, blossoms, and bears. 
fruit, you know it is an evidence of that great 
power working through that channel alone ; and 
through every created form you see some manis 
festation of that universal power, But it is not 
evidence to your mind that it is a power that: in- 
tends to destroy any created thing, Thechanges~ 
and forces of nature may seem: to be destructive, 
but if you study these forces closely, you only see . 
that they produce changes, and those changes are. 
but the growth or development of whatever crea- 
ted form is changed. ‘This to me is evidence that 

all things are tending in the direction’of perfec- ` — 
tion; and, as perfection ig x condition of happix ; © os 
ness, if wpn instead oflooking. for unfavorable 00 
influences+ipifivorable . cdnditions--would -turn ai ` 


> 
3 


ditioni, ney would ‘naturally gravitate to them.. 
It hagy gonso. long since: I. used an. órganof © © 
‘speech ‘to convey thought, that perhaps, in some 


conditions, Let this. be as it may, men and wo-. a 
Meh“ mast learn this lesson ind ee by it; that 000 
tl qworld:is ‘not.to be destroyed—men are not to: 
bo'condemned—are not to be eternally lost—but. 
they will rise up and grow stronger and purerand- 
better, aa time rolle-on, Alexander Goodman, of- 
Long Branch, Ni Je 000 e T ue 
Tuomas POWERS. 
(Of Philadelphia). 7 

Goov Mornina:~I am afraid I will not be able 
to give you a very lengthy communication ; for I 
find that my feeling of interest is becoming so 
great in some of the affairs of this city, that T be- 
come a kind of confused when I undertake to 
talk, But I expect this is the only way that I can 
ever do any great amount of good iu the world. I 
feel now. aa if I would like to have- miy own phys- 
ical form to operate through for a short time; but - 
as that is impossible, and as I know no one I knew. . 
would take my word at the present timè, or act on 
anything I might say, I will try to influence oth- >. 
ers to do some things that I have left ygdone, T =~ 
Hud that people can havea great deal ofmaterial =. o =t 
to work.with; but if they'do not make the right 7 
application of it, it does not seem to amount to... 
anything after their bodies are laid inthe tomb. 2 = © 
And [return to ask men, who have the power to. 9S > 
do good, to try and: direct: their efforts in-the 9% °° eat 
right course, So. many people.seem to think that ` 
if they can accumulate wealth, they know exdetly 
how. to appropriate it; but Icome.more tọ bear 
testimony against any one trying to dothat which. 
they know nothing about, “Arman cannot more. ` 
than live, evenif he possesses the whole world; = 000 
and ag long as he has only certain requirements. 
to satisty, [ would ask him to learn to distribute 
the’ remainder 80 as. to do good. in elevating the. 
rest of humanity, Perhaps this i8 not-exactly the. . : 
Kind of language I would ‘have used through my: 
own organizition; but ag 1 was” myself 4 large 
owner of property, no: one will be surprised 
to, learn’ that Thomas. Powers ` has come. : 
back, and would Hkg to do a itle dif. | 
ferent. from. what’ he did. when in: his 7, a 
material “form, +: Would: you allows me to. 
talk alittle longer, [Most certainly.) I have... 
studied a great deal as to how it would've beat tö ° 
wrrange capital and labor, so-that ‘there would - 
be a just distribution of the wealth of the earth; - 
but F have not the power to grapple witha sub- 
ject of such vast importance, Bull think it- 
people would: turn. their. minds. in the right di- - 
rection,’ with the sid of apirits who have made. ~ 
this matter a ‘study, they. could. goou.innke the < 
world something entirely diiterent from what-it = 
is ; Decause-it:is not possible for ‘people. to grow. 
great neglect, ‘The power or at least-the forca > 
that gives òro man opportunities to accumulate - 
what he cannot nse, and denies another man 
what he needs for his necessities, is not correct, 
And there is one thing that has always perplex-:+ 
ed me, Some people always seemed to require 
considerable of means, and were unable to pro- 
vide for themselves; and it used to look to me 
as if it was not worth while to try and aid people, 
ue they had enough if they would make the 
right use of it, But I do not pretend to be ca- 
pable of deciding this matter. If every one had 
plenty, and abused their opportunity, they would 
have to suffer to learn wisdom by experience. 
But the majority do not ggt enough to supply 
their needs; yot everything is so prolific in na- 
ture that every one should have enough. It is not. 
easy fur me to explain myself, but I have done 
the best I could under’the circumstances, [That 
is the knottiest problem to be solved at the 
present time, and we want you spirits to help ua 
to solve it] - i ' 

Ae Mr. Powersa closed ‘his communication, we 

Q 


remarked that the first step neceszary to equalize 
-things was to do away with the use of rum. and 
tobacco, This and ‘the conversation it gave rise 
to in the circle seemed te lead.to the next com- 
munication.—Ep. ee 


f 


JonaTHan ROBERTS. 
-+ (Tbe Father of the Editor.) 


: , -À brave man is he who will not give up a per- 


es: 
soya 


_. nicious habit, for the sake of making all men and 
. woman.equal to the highest condition of happi- 


ness, Where is your bravery when men need | 


stimulants tọ take them into the presence of dan- 
ger. Isit the man or the stimulants that takes 
_ the risk. This is a subject that needs the study 
of the wisest of men. ‘The luxuries of men make 


a condition for them to disagree, and they feel, it |. 


some way, that their honor has been trampled 
upon, and calls: for redress, And what do they 
do? They rush to arms and the battle begins, 

. But, if you watch one company after another, you 
‘will see at the time of greatest peril they are en-. 
couraged to take stimulants to throw them out of 
balance, that they may do a‘deed which the 
bravest man or woman would shrink from, under 
natural conditions. Yet, when we look back 
through the ages. of the past, we see that men 

<: ~ wouldghow down and’ ask the great- Jehovah to 
~: tgive thém.power to destroy a part of humanity; 
“ . ‘but as Jóu have grown step by step up into better 

: - “conditions, you have learned: wisdom by the ex- 
_ periences of the past, You know, that to be en- 
-i tirely just, one man would not, destroy another, 

< -and trample earth’s best product under foot. In 
-x listening to your conversation, [ heard the words, 
~~. “General Grant would. not give up his_segar.” 


Does the country need General Grant to redeem 


tt Does.it need any man who cannot lay aside a 
- bad habit, for its redemption! If it does, I do 
not know or understand this beautiful country, 
~ dotted with cities and villages—with minds study- 
ing some of the grandest problems of human life, 
in eet way striving to learn what is the correct. 
princip e, and after learning what it is, to apply it. 
grow earnest, and désire to convey to you noth- 
'- ing but the truth; but I am holding a two-fold 
. position, trying to hide my identity for a time, 
and also to give a communication that may havé 
‘some effect,upon.men and women, I look with 
anxiety—with deep anxiety upon the labor that 

is being performed here; and if [ do-not manifest 


X myself in the way of giving communications, or in 


any way making an effort to control and guide the 
‘destinies of. men, I watch‘ with an-iriterest too 
deep to allow of expression, sometimes, When I 

„= understand that this goverment. was ; founded 
. upon the principle of jitstice to'all men; -and see 


show it. is being’ perverted, it. atmost- makes me 
i- hesitate: before I give expression to. my feelings.. 


“Iam: held this morning by a two-fold. power. I 
“. wish to see the work goon and prosper, knowing 


so ., thatthere are resources that. will‘arise when the 
_ greatest: need. comes. F. feel a deep: sympathy |... 
-© a for yotin all the obstacles that are encountered | <. 
... in performing this. great labor.: When I can free |. 

~: ; myself from. all feelinig—free myself froni the ex- 
` uv eltemént of coming into the control unexpectedly, | 


l ae oo. > T-will'try to give'a communication that is worthy 


< Of myself, Bat I stand in the ‘presencé— . [Here 


_. the spirit became speechless, and - after: standing: 
for nearly a minute without speaking further, the 
~; -medium took her geat; when we askéd: Whois 
`. the friend? . Hesitating a moment, he replied, 
“Jonathan Roberts,” and extended his ‘hand. to 

us, After'we took the hand, he said]:. Sympathy 

< with you, and trying to hide my identity, dè- 

` Btroyedxthe- value of my communication. You 
need-not publish it [We prefer to publish it, al- 
though it is far short of what this naturally able 

- and earnest spirit intended.” It is proper that we 

» + should say: that just, before the. spirit controlled, 
` we had, in criticising Mr. Powers’ communication, 

* given it'as our opinion that until the use and sale 
¿ie ofrim and tobacco were abandoned, that but little 
- progress would be possible fof the human race. 


eee” Ke emphatic manner. in which..we said’ this, 


ooo geemed fo evoke the spirit control of our father, 


“| © earth, We hope he will no longer withhold’ his 
,., spirit counsel fromus, or from the. world. The} 
< -trouble hag been; that-he is ‘so. closely: with-us; in 


-< x as good, trae-and able’ man as ever walked the. 


Set sympathy and rapport, that: to manifest. himself 
- > externally iñ our preseice hasbeen almost anin- 
+, -furmountable difliculty—Kb] ote, 


ony 


AE E a Jony Saw. whe ae 
` 0a (Plumstead, Bucks Co., Pa) s 


SLC v Agreat many of the bad. habits of. earth, origi: 


“BY 


se 


nate through. false system: of theology ; and I 
_ think you will bear me out in my argument ‘when 
say, that men created with fine, sensitive òrgan- 


=<" izione, looking formar to loye'and appreciation; ` 


ess they. moyeina certain direc- 


“> feeling that unless- ! 
dion; they cannot‘attain that, and not-feeling any 

_ Anclination,to move in that directionhot.coming’ 

wo hast -in rapport With that divine ppindple—their souls 


> weaching out with, that intetition-to the universal - 


co powers knowing that:they need. happiness and 
`- loye, yet looking forward to eternal. punishment, 
-- > Bimply because: they cannot’ accept the” teachings 


-of theology, as it appears to them or to the‘world ;. 
they wart or need something to legn upon, tó sus- 


tain them in that: dreadful condition" Atid I do 
‘nöt think the human. family would have ever 
-grown into any- bad: Aabits, if they had ‘been 


: “| ..ta’ ght-to let theiz.souls go ‘out, and: come in rap. 
_ > port with nature. -Bat by thig.confining and, 


~ 


holding men’s souls in such a confined conipass, 


l _. they naturally need . soni2thing to` blunt their: 
“o> finer feelings, őr throw Over them a séason of |. 


rest. Now this may ‘seem :to some as very pro: 
„fane indeed; to lay'all the crimes of men to the 
-creeds of the past and of to-day. But if you, Will 
„investigate closely, you will. find that the human 
“:goul is always, reaching out, craving something 
‘that .it has never received; and when itis sur- 


‘rounded by rules-and regulations which will not. 
:permit it tobe free, it must move and act in some 


‘direction; and as it is impossible for it to be nat- 
ural, it grows unnatural of perverts the gifts it 
~spossesses, It turns upon itself and creates its own 
‘destruction, How long ee will continue, 

` has been a question to my mind—one that hag 
made me hesitate and study, over and over, the 

_ ‘problem. And I see now that there is a possibil- 
"ity of a great revolution among the inhabitants of 
arth; nót only in these -United States,-but all 


over the world. Atid in this great confusion men 


will learn more wisdom than was acquired for 
centuries in the past. Their spiritual vision will 
be opened, so that. they can see and understand 
the real necessities of thei organizations, I am 


va 


= (MIND ANID MATTER. 


not able to say how soon you may all grow wise that medium ‘to find out what you did not know 
and good, because it is impossible for you to ad- | in your earth life. Did you belong to. any 
vance one step, until the conditions are made | church?] I was not considered very good, al- 


equal to the progress. You are learning this, day | though I was a Methodist. [You went over there |. 


by day, that you have the power to revolutionize | expecting Jesus would take you to heaven?] I 


your own lives if the surroundings, or influences | expected to go there, ‘but I could not find any- | 


around you, will permit you to be independent | thing as I wanted it. It don’t look to meas if I 
enough to do s0.. All men must learn this, before | would ever find Jesus. [You found some of your 
you can expect to ddvance very rapidly. You old friends there, did- you not?) Yes. [Well, 
may make your homea place where happiness | the fact of the matter is, that Jesus cannot help 
and perfection dwells, but the misery of others | you any more than the other fellow.] Now, since 
around ycu, will create unhappy feelings in your | I have been here, I have seen a man who says he 
soul; and until. that is remedied you cannot ex- | id Beelzebub. Where am I anyhow? [You are 
pect to have perfect peace and happiness, for you | in- a spiritual meeting.J. You haven’t got any fire 
are destined to bear the burdens of one another. | around here, have you.? [No, we have not. You 


John Shaw, of Plumstead, Bucks Co., Pa. 


CHARLES- RITTENHOUSE. 
(Milford, N. J.) 


does the best he can it is all he can do. I find 
there are a great many people come here, and 
somehow or other they get no. opportunity of 
talking to their friends; and F am anxious to 
reach some one who knew me when I was in the 
physical life, so that I may be able to understand, 
this thing better. I was not educated, but I was 
fond of reading. I never had any particular edu- 
cation—always had to work hard tomake a living 
and I did not expect a great deal when I. died. 
But I find- my condition has been better than 
some whom I looked upon with a great deal of re- 
spect, Itdoes not make much difference toa 


| man whether he was rich or poor, so he was 


earnest in what he tried to do, I always-worked 
hard, but it seems I.was not to live to see my 
children in a comfortable condition. They have 
had to. toil, and have had a great many anxieties 
since I went away, and I don’t know that my 
coming willbe the means of giving them any ma-` 
terial aid’; but I come for the purpose of getting 
them,to look into this subject, s0 that they may 
know something about it. I thought*the church 
was all right, but I find it, was all wrong; and'to- 
any one who. -professes religion, it‘is a means 
sometimes. of making:them more sélfish, and it 
don’t do. any good at-all. I have not found any- 
‘body like ‘Jesus Christ, or’ anything like I ex- 
pected.” But-I have had very good instructors, 
men who seem to be willing to lend aid to every 
one that wants instruction; and E have, learned a 
good deal since I went to ‘spirit ‘life, ‘I did nat 
come here to give a great speech, but only to give 
a plain communication. ‘J findithat this one who 
preceded me gotinterrupted on account of aig great 
feélings ; and I did not want-to fail if I-couldhelp 
it... My-name is Charles Rittenhouse, Milford, N; 


‘knew, and that helped me, I.think thisis a ‘nice 


who-want to, it would take: all the papérs.in the’ 
world to publish: their communications,» ~ 


we : 


~ 
a, 

Ft 
w 


ENY Reese A GR ET: 
LEONARD ‘JOLING; Ys, 
oon (Dettóit, Michigan). "2.00". t 
` You have léarned to-day that although -many 


` day; they'aré watching with a deep ‘interest-ev-. 
-erything that,ia going on; and occasionally,-when | 
kome debate comes up, that: excites themmare.} 


than ordinarily, they will take:control without: 


to the taking: control of the medium -by our fath- 
er, who, in his’mortal life, utterly.’ despised the 
tobacco habit,] There are very many’spirits who 
“attend the circle ‘weekly, that never attempt to 


Good Morwnine :—I am afraid I won’t be able to |. 
do what I would like to; but I suppose if a man 


place: and ifit was only“possible for “all to’ speak. | 


preparation an? make an effort, to overcome the | ° 
evil they go ach despise; t [This has. réference |; 


will be Beelzebub’s right hand man after this.] 
Well, maybe I will. How do you get out of this? 
{You will find yourself out before you know it. 
You' turn in and kelp Beelzebub] Iwill. My 
name is Lewis McGeen. S 


Dr. CHANNING. t 

I am looking for light on a-subject that seems 
of great importance to me: that is the judging of 
men. Some would say that a man that could 
stand and see one man after another give up his 
life through his influence, was a fiend instead of 
ahuman being, But I find, on looking in that 
direction, that all men aid in taking human life— 
all men aid in sacrificing themselves; and those 
who are just in their judgment will say that all 
men, under circumstances that were equal to it, 
would take human life. - Now, here you present a 


government: formed oma correct principle, and. 


one of the laws is to execute a man for taking hu- 
man life, and that makes all men who take a part 
in the government deliberate murderers. For if 
it is murder to take one man’s life, it is murder to 
take the life of another; and if one man submits 
quietly to the exit of any one, in his heart he 
recognizes the principle through and through. 
Now when I speak ‘of individual judgment, I 


know that men must be judged according to the: 


condition of their mind, and the forces that were 
brought to bear upon them. Yet the first great 
power has been given the credit of bringing men 
and women into existence to give them a life of 
eternal misery; and that has so acted upon the 
human mind, that they can justify any crime that 
they are willing to commit, through that univer- 
sal principle. I ask you to take this subject into 
consideration. I do not feel‘able to handle it as 
I would wish; but, I know that by individuals 
studying this queation, it will not only give them 
light, but will be the means of our obtaining much 
‘knowledge in that direction When we take into 


| consideration, that all men, sometime or another, 


give up their physical organizations, it does hot 


J.: There were some people-.came here whom. I'| 00K, to be of such ‘great importance in what way’) 


‘they-should give up the ghost... Although the-ex- 


-periences of material life are of great-usé, yet day f 


‘by day, men are living lives that are not only: de- 


| stroying their physical organizations, but making 


conditions for their spirits to be held in misery, 


{perhaps for years, without their ability to throw 
“off the acquired habits of their physical organizi. 


tions: Thesethings must be taken into consider- 


| ation. Men must be. just, and if they learn to he 


just; and are: careful: themselves, there will then 


‘spirits do not give communications ; day after | bano errors committed ‘by’ any living being, 
-Ques,, Who is the control?’ Ans, Dr. Channing. | 


‘A: Well Deserved Testimonial of Or. May C. Mars- 
‘~~ ton’s Success as-a Healer, © 


ae ey CHATTANOOGA, Tenn., May 18th, 1883. 
Editor of Mind and Maller: = 
At this time when there is so much of ‘doubt, 


exciting circumstance comes: up, they never Fa lack of appreciation on the other hand, that I 
would, They possess great intelligence and power | feel that where one has found truth, honesty and 
of thought, but are only guiding and aiding oth- | real power and worth, after long years of seeking 
‘ers in-giving their communications. This-is pretty | and suffering, that it becomes our duty to publish 
nearly the same as going to a large meeting. You } to'the world the blessings and benefits we have 
attend a meeting and you see some one who seems | received, that other suffering mortals, more espe- 
neglected or left out; und you feel interested that | cially mediums, may also seek and. find. health 
they should enjoy all.that is said and done, and jand ‘peace as i 

you will stand back and give others an opportu- 
‘nity who have: not had'as great. opportunities: of. 
being heard as yourself, This is-a correct‘princi- 
Je which, if acted upon, brings happhiegs: to. the 
uman family. Yet there are so, few willing to.| seemed as nought, I consulted the most-eminent 
come in this manner, I wish I:could give you | doctors, as also the most. noted magnetic healers 
something that would be-useful and @ntertaining | and mediums,,with but. little or no temporary, 
for your paper, bit I am notable in‘any way to | and no permanent relief., Being a medium my- 
do that. Yet-I am here to.add another link.-to | gelf-I was often told by spirits that it was-my 


and body.” I sought relief in every available 
way, travelled from East to.West, from North to 


+ | the great chåin of evidence, When I operated in | own spirit that kept away all healing influences.. 
Indeed, so low was I brought, that I-knew my- 


‘my own bddy, I dived a great distance from here, 
or at least it appears to be:a great distance to.me. | earth journey must.-soon end, unless I found re- 
‘But I don't’know that [shall ever beable tocon- | lief, which seemed at most impossible after so 
trol-the medium agsin or speak to any one; but'| many weary and dishearting failures, I was.in 
Af T could be of-use in this greaf.work; E would be | this condition 3 yearsago. While residing in Téx- 
willing to ‘spend all my timé in. that. direction. | ag one day while reading’ Mino axp Matter, Ino- 
But there are-so many who. want to come, that 


‘control a medium, and unless there is some little’ | go much exaggeration on the one hand, and such’ 


have done. About. eight’ years’ 
‘since T became seriously afllicted .both in mind 


South,. but all ‘places, as well ag all remedies, : 


“each one who is allowed. to come isarranged for, 
But where there-is.nod arrangement made for us,. 
¿we succeed in giving. a:communication anyhow. 


Lat this- ten irn go, to the. world; and I: 
{ í duld: dò under the circum: 
‘stanceš?. Neyer. having been gifted very much | where at once I sought the doctor, but. instead of 


ask them what they w 


. myself; I must do-the.best-I can, The truth: is 
‘eternal, and: it matters not- how many obstacles 
may ‘arise in: its pathway, eventually it- will. be- 
come the power-of the world: Ques. Who is it 


that speaks? Ang, Leonard Josling, Detroit, Mich- 
AM ee 


ia 3 sia e Lewis McGrew, . 
' (Richmond, ; Va.) 


ticed a communication-signed: Dr, M; C, Marston, 
Chattanooga, Tenn,, and I felt: impressed. then 
that I could put myself under his treatment (be- 
lieving the doctor to bea man) and that Ishould-tind 
-relief. Business detained me in Texas for many 
months, but at last I found myself in Chattanooga, 


aman I fouid a woman, with open, frank and 


genial manners, an accomplished lady; for: she is. 


a wonderfully successful healer, and an honest, 
outspoken radical Spiritualist. There is no Bun- 
dyite or Bundyism in her, l oe 


After looking into my case, the Doctor's Indian 


control, Big Arrow, told me that I was obsessed 


and controlled by.a Mexican monk, who was hold- : 
ing me a prisonec within his own.coila,-gradually i 
destroying my mind and body, ory as the Indian: 


© How Do You Do 1—1 don’t know whether I do | expressed it, had-me wrapped in a black blanket, 
well or’ not.:-{What is the matter?) J-cannot} so that-I could not talk truth to the pale face ; but 
ell; Bat, do you know, I thought [was dead, | that the day and hour had come when I could be 


an not dead. But it seems to me that I have got | tor’s office, and in the presente of two friends, 
into home kind.of different place from any place | the doctor, with the aid of her powerful spirit 
where Ihave been before. Bat, I guess, I have | band, and her own wonderful will power, dispos- 
got to, be somebody else! [No, I guess you are | sessed my soul of its loathsome tormentor. Never 
yourself.] “Well, I don't seem like myself. Ques, | through time or eternity shall I ever cease to feel 
Don’t you know that you are a:spirit, out of your | the thrill of joy and gladness that took the place 
‘own form, controlling a medium? „Ans, I thought | of the pain and despair that I had suffered for 


[How came you think that?] I. don’t know. I | relieved from this bondage. I went to the doc- 


nno i 
BY J, B, WOLF, 


In 1852, in the house of a liberal Catholic, holde : 


(TUNE 2, M B, 86) 


Obsession.—Cathotlo Spirits, &o, = 0Y 


ing a-circle with a first-class medium, a Catholic ` 


spirit manifested, and when his’ behests were re- 

sisted, he: attempted to’ choke the medium to 

death. By positive command he was suppressed, 

and dismissed—cast out, and troubled'us no more, 
| No more circles were held under the same auspi- 

ces, Obesession may be: Bee, 

1—An idea, dominating the whole mentality, 
ending in mania, and often death. It is seen in 
panics, with men and beasts, in epidemics, é&c. 
Three-fourths of the fatality of cholera is due to 
mental causes, and the same is largely true of 
nearly. all epidemics, iñcluding yellow fever. I have 
seen men drunk on water and sober on brandy. 
Cholera is not due to any of the causes named by 
scientists, and would not be very fatal, but for ob- 
session, by the idea or type of the disease, pro- 
duced and wrought out through the mind, >`; 
- 2.—Obsession by individuals in the body. 
Thousands of cases. 


*3.—Congregational or ecclesiastical obsession, 


Religous epidemics are examples. The ecstasiés’ 


type of idea inculcated from the pulpit. 
-. 3 —Obsession by spirits, good and bad, <. 
Whatever possesses and controls’ mind ‘or 


For thirty years. I have known: that we carr 
our own influences, and ofien produce»what we 


Before we denounce; we should 
sibility. Strip thé world’s great men of. all but 


and how much would remain?: 
correspond to our world; hence. they are very 
velopments. 

of obsession, or vampyreism, where the party 
subjective was made sick, When the counteract- 
-would die. I do not say that there was intent or 
even knowledge of the wrong being done. The 


if Iam not mistaken, 


of magnitude and great gravity. 
2326 G. Sta, N. W. Washington, D.C... 


EE : Healer. ` 
„Editor of Mind and Matter: . 


seven years, doing an inner and silent. work, but 


ism.. o.o 


tion Of a friend.of ours, a Mr. — 


ing. Mrs, Stevens being taken under control by 
her guide “Star-light,” who announced that her 
medium must take Mr, ———, (the spirit) home 
with her, as he seemed to cling to earth, and to 
affect those persons seriously who had taken care 
of him; and that she, Mrs, S., might assist him in 
throwing off the material burthen of earth, by 
which he was borne down—he being unable to 
ascend as a spirit, from want of a knowledge of 
spirituality while in his earth life, and his unbe- 


ness by keej ing constantly around us,’ ° 


in: thé-same manner ‘Mr, — 


day some. of the symptoms of his sickness—the 


organs, prominent in his illness, K. 
carbolic soap that was: used- about him, a feeling 


lumps of it by accident that. hyrt him, crying4f 
left-alone, all of which symptoms had been ex- 
hibited.in the case ‘of Mr, fet E B 


day, Mrs, Stevens was brought over to our. room, 


up.” Mrs, Stevens sat down and gave still more 


| Abernethy in spirit came and threw off. the influ- 


ing the power over us, Ere.he took final farewell 


spiritual working powers, 


and the spirit, God is over all, and we are grains 
of sand whereby He builds his worlds, material. 
and immortal, : To g 
Mrs, Stevens had known us buta few weeks, 
and we had givef to no one in this strange cit 


ness. We hereby vouch for the truth of this in 


-Since writing the above'I have had a clear case © 


disease of his throat and lungs, inability to lie‘on `. 

the right side, odor of body, peculiar taste of the 
mouth, bowel-troubles, and affections of the other. ` 
The “odor: of- 


I was a spirit, but I seem to have gotten into the} long years. I became asa little child ehedding. 


form again; and it ain't a bit like the one I had. 
[You have come to a Spiritualistic circle.) I had 
the ‘phthisic when myself, and now I am some- 
body else, and I haven't got the phthisic. .I feel 


tears in the fullness of gratitude. Five weeks 
have passed and none of the old conditions have 
returned, and I am a strong and well man. 


I write ‘this because it is a duty I owe to the’ 


all squeezed up, as if I was ina box. [You are | noble spirit workers, and to suffering humanity ; 
controlling a lady medium, and she is not big | for I consider Dr. Marston not only a good me- 
as you were. |% What do you think will co € 
any way? [Well], I think you will realize that | the most successful physicians in the United 
you are a spirit, You did not know you were | States, and I would advise all who need relief to 
dead, did you?) Yes, I aid, but I went wander- | try her power and skill, Send to Dr. May C. 
‘ing around and did not find anything like I| Marston, No. 623 Market St., Chattanooga, Tenn. 
wanted it. [You came here and took control of H. H. Havens, 


t 


cay 


e of it | dium, but a most wonderful healer, as also one oF 


to perform in the future. i 
She possesses the power of removing obsession, 
takes into her home those considered insane by 


in clothing them in their right minds, Oae young 
charming artist under her healing hands, and 
powers, 


va, Oo Mas, A. M., STONEg 
122 Turk St., San Francisco, May 8, 1883,” 
. ip ea 


lady supposed to be incurable, developed into a- 


and other phenomena, are. determined by the ~~~ 


“body re 
.and -for the time subordinates true self, is obsea- < 
sion, in the genuine sense, , te ee 


denounce, and then charge it upon the medium. ae 
ocate the respon- -` 


their true self; take away.all borrowed brilliancy, .’ 
The lower planes of the spirit world necessarily 


like mortals, and I am not surprised at your de- « ae 


ing influence was applied, without the knowledge .. 
of the obsessor, he became sick, and thought he. 


facts are as stated, and the coincidence is strange, ~ 


Cross magnetism (contrary influences in the - 
body) and obsession, in my opinion, are among. `: 
the fruitful causes of insanity. The-subject is one © 


__ A Morited Testimonial —Mre. S. R, Stevensas a 


_ I would like to'call the attention of the readers. a2 
of your valuablepaper to Mra, S. R. Stevens, who ~- 
has been a residsnt of San Francisco for the last 


little undérstood even by’ those most developed-in Ta mas 
comprehension of the, philosophy of Spiritual- < < 


--On ‘Monday evening,..March 12th, 1883, Mrs.. 
“Stevens called: on. us; socially, and, just before’. 
leaving, took upon herself the last earthly condis: = 
, Who had:  * 
. | passed away the summer preceding, he, having 
died of a lingering disease ‘of many years stand- . 


lief in a future state, and causing much unhappi- 2: 


of perfect helplessness, eating ice. and swallowing. - a 


© Saturday eve, before the Easter resurrection _ T 


by her faithful friend. Mrs, Richmond, As they . 
came in, we remarked: “You have come here. 
to leave the spiritof Mr. — where you:took him. -. 


marked evidence that- Mr. ——'s spirit had-been ~< 
‘abiding with her, She saw the greenscreen we: 
always kept beside his bed-and suffered with his ~ 
blindness.of eye and soreness of feet.” Then Dr,- 


ence of Mr, — from the medium, and: they de- . 
parted, leaving Mr. ——’s spirit with us, we feel--” 
of life he being seventy-eight years of age, he <- 
possessed no teeth. Mra, Stevens became much °° vs 
prostrated, said she could eat nothing fora week, =.) 0. 05 3.44 
apparently having no.teeth to use; whereas. Mra. ©. uc" 
Stevens has good teeth of her own: On the 26th: 

‘of March, he-went on. his way upward and on... =)... 
ward, not to return until he he gains-good-atrong: o = o ni 


“Great and wonderful are the mysteries of life! | 
any of the particulars of.Mr. ——'s peculiar ill- . 
every particular, Mra, Stevens has a great work | 
the world. generally, and has wonderful success . 


others can testify to her remarkable developing : 


£ 


‘On Tuesday, March 13th, Mrs, Stevens wasi o 5,0 050 e. 
apparently dying, and continued in that condis: =. °°: 
tion for two days... She then seemed’ to pass away." u 

„did, as We:wit-. ° 
nessed- her sufferings and conditions ourselves, °°... 
When consciqigness returned, she, endured:each... .. 


“egg 


i pags 
ee 


` go, until you prepared the way for me. 


\ 


A “tha 
r Trogus- history. ‘which’ related to Christos, who 


| ee Heo) 


` [Continued from the Eighth Page) 


though I have ‘studied for many: years to give a 
clear und definite explanation of the history of 
_ miy time, yet I have never been able to strike the 
“conditiqns and circumstances to enable me to do 


[I assure 
you I am only too happy to have had it in my 
power to doit.) You may rely upon the fact that 
. you are doing a great work for us spirits and: for 
humanity, [My most earnest hope is that I can 
do more.) but our power is not great as against 
the avariciousness of mortals at the present time. 
_The more perfect you can make the conditions 
for us to come, the stronger the spirit friends can 
be united with you, and the more they ae do for 
you. But it seems as if Hades itself, had broken 
loose on the mortal plane. 

{ was in my mortal life an EA and I epito- 
mized or copied (about half of which has been 
permitted to come down to you) from the history 
of my friend Pompeius Trogus, The whole of his 
“history of universal affairs.down to B.C. 28, was 
in my possession. I use your Christian names 
and dates, because they will be better understood 
by your readers, Trogus said that in his day that 
the two great governing: powers, amongst the ig- 
norant, were Jupiter at Thebes and Apollo at. 
Rome. But mark you, he said that amongst the 


enlightened, the - Pythagorean religion of the. 
Tada bi blendéd with; the Christos religion of 
t 


-Was later than the elder Zoroaster. That portion 
of my history that related to Apollonius, later on, 
was allowed to stand, but’ the name of Apollonius: 


«t'was changed or dropped, and the Christos of 


whom’ Trogus' wrote, was altered into-Christ. In 


my day the name was Hesu Christos, Iu the days} 


“of Eusebius it was made Jesus Christ. “At that’ 
time the only religions that prevailed, beside the 
. Worship-of the Greek. and ‘Roman gods, were the 
_ Pythagorean, the Hesi Christos, the Gymnoao- 
` phic and Gnostic systems ; and what was culled 
the Eclectic system, a. combination) of all’ the’ Te: 
' ligious systems then prevailing i in a 

: the Roman Empire, ` 


I. wrote these facts down faithfully, ont the: 
: “Christians have never allowed anything that'I 


wrote tō'stand as it was, except what sustained 
. their own scheme of. deception., The Greek who 
will follow me, who lived inthe sixth century, 
su tennant of Byzantium), will ¢ontirm wher I 
~ here tell voun” 

. Basilides and Valentinus ‘taiight the docte of 
three gods in one, of the ‘Trinivy: of the Gnostics, 
-The male-and the’ female principles in nature, and 
their product, the universe or the child, represent. 
“ed the trinity-in ‘all-‘created : life, : “This was the 
~, trinity that-all the Gnostics, in my. day, taught: 
; The false trinity was started by: Kasébins, and was 
` made to assume its present Cliristian. form, B0m6 
. two.or ‘three: centurieb:later.. <.. 

-Thé 'eëpécial rëason ‘why the Poundete-of, Chris- 
` tianity destroyed’ ‘só niany 'miúuscripts; written 


prior to A.D; 260° was because they threw too: 


‘much light upon all these, matters, and showed 


‘that the Pythagorean first, the Platonie-anid Esse- 
> nian next, the Gymaosophie and Cindstiy, next, 


“and. finally. ‘the: Kulectic’ system, ° whic 


- This is as: an st the a8 
spirit under the circumstances ; but I am afraid I. 


` have performed my office: poorly: * J have, how- 


“ever; done the best I could, I'hope you can u get 
oat the facts from what I have stated. - 

We take the following | concerning Papel 
Schon and Jutinus from AN Greek and’ Ro. 
man Biography, ` Under the litle of Justinus’ it is 
there said: : 


“J tiie the iniatorii, We possess A work en- 


titléd ‘Justini Historiarum’.Philipicaram Libri. 


o XLIV. in the preface to which, the ‘author in- 
forms us, that his book, was entirely. derived,-fron. 
` the Univergal. History (lotius Orbis Historias); com- 
< posed in Latin-by. Trogus Pom peius, 


acter of the’ more. important aid volumninous 
“archetype. . 


eich From the stabenient of. ‘Drogus Pompeius hit- 


pelf, as preserved by dustin (xlui,5), welearn that 
a Bianca traced their origin to the’ Ganlish: 


of the Vocontii; that his grandfather ~re: 


ceived his citizenship of Rome from Cneus Pom- 


peius: during: the: wàr. against Sertorius, that. his. 
paternal uncle commanded a gquadron. of cavalry - 


in the army of the same genera: in the last strug: 


gle with Mithridates; and that hig father served- 


under Caius Cesar (i. e, the dictator), to.whdm. he. 
- afterwards became private secretary. It is hence 
evident, that the son must. have flourighed under 
Augustus; and since the recovery of- ‘the stand: 


F: ards of GPagsus from the Parthians was recorded: 


* sowards the close of his history,it is probable that | 5 


“sit may have been’ published not long after, that |” 


‘event, which took place B.C. 20, Our knowledge 


`. of this production i is derived from three gources, 


`. which, takenin combination, afford a considera: 
-ble amount of information with regard to. the 
< nature and extent of the undertaking, 1, A. few 


brief fragments quoted by (Pliny?), Vopiscus, Je- |. 


romë, Augustin, Urosius, Priscian, Isidorus, and 


others, down to John of Salisbury and. Matthew 
OA. 


of Westminster, 2. T'he excer pts of Justin. 
dort of-epitome found in several MSS, indicating 
ünder the naine of prologues the contents of each 
chapter in regular order, beating a close: resem- 
bldnce, in form and substance, to the summaries 
prefixed to the books of Livy, and, like these, 


_ proceeding from some unknown pen, 


‘e We thus ascertain that the original was com- 


. prised.in 44 booke, that.the title was Liber Islo- 


riarum Phitippecarum thé additional words ef totius 
inundi origines et terre situs, given by the author of 


- the prologues, being in all probability an inaccu- 


rate explanation appended by himself. The term 
Histgrive Philippice was ‘employed because the 
chief object proposed was to give a complete ac- 
count òf the origin, rise, progress, decline, and 


extinction of the Macedonian monarchy, with all- 


its branches; but in the execution of this design, 
Trogus permitted himself, in imitation of Herodo- 
tus and Theopompus, to indulge in s0 many ex- 
cursions, that a very wide field of investigation 
was embraced, although the designation ” Uni- 
vereal History” is altogether inapplicable. In the 
first six books, which served as a sort of introduc- 


~ tion to the rest, while ostensibly examining into 


the records of the period anterior to Philip 1., he 
took a survey of the various states which event- 
ually became subject to, or in any way connected 


nites, . 


-)¢easors of Alexander the Great formed in itself, 
he East or ‘in. 


rprincipens ’ would.in itself be scarcely: sullicient t 


-particalar: epoch “of which. he. happened. to be 
“| treating in his narrative: 


Before. pro~ 
< ceeding; therefore, to, consider, the former, it: is 
‘necessary to enquire into the ‘contents : ‘and char: 
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pires of the Asey tian, Medes, and Perslans, were 
passed‘under review; the expedition of Camby- 
ses -against Egypt led to a delineation of that 
country and its people: the contestof Darius with 
the Scythians was accompanied by a geographical 
sketch of the nations which bordered on the 
northern and eastern shores of the Euxine: the 
invasion of Xerxes brought: the the Athenians 
and the Thessalians on the stage, who in turn 
called up the Spartans.and other Dorian clans, A 
narrative of tae Peloponnesian war naturally suc- 
ceeded; with the fatal expedition tò Sicily was 
interwoven a description of ‘that famous island, 
of its races, and of the colonies spread over its 
surface. The downfall of Athens was next re- 
corded, followed by the enterprise of the younger 
Cyrus, the campaigns of Agesilaus in Asia, and 
various minor events, until the decay of the Lac- 
edemonian and the rise of the Bwotian influence 
gradually introduced the history of Macedon, 
which, commencing with the seventh book, was 
continued down to the ruin of Perseus, and the 
abortive attempt of the impostor Andriscus, 
which were detailed in the thirty-third, But even 


after the main subject had been commenced, it 


could only be regarded in the same light as the 
argument of an Epic poem, which admits of. 
continual episodes and digressions—the guiding- 
thread of the discourse, which, although often aps. 
parently lost, forms the connecting links by 
which various portions of the complicated fabric 


|.are.united and held together in. one piece... Thus. 
‘the interference of Philip i in the affairs of Greece 


suggested an exposition of the causes which led 
to the Sacred War: ‘his attacks upon Perinthus 
and Byzantium involved a digquisition on the | 
early fortunes’ of the cities in question: his dis- 


‘pute with the Scythians and his relations with 


the Persians afforded an. apology for resuming the 
chronicles’ of these. nations ; the transactions: of 
Artaxerxes Mnemon produced an account of the 
Oyprians-and -Paphlagonians, while the exploits 
of Alexander the Epirotan, furnished a pretext 
for an: “essay ‘on the “Apuliang, Sabines, and Sam- 
~The-strife: which arose among’ the suc- 


an almost inexhaustible theme, whilé the ambi- 
tious schemes’ of Pyrrhus were illustrated by a 
dissertation on-the’ Siviliang and Carthaginians, 
which occupied no. less than six books, After 
the reduction of Macedonia to a Roman prov- 
‘ince, with which, as we have seen ‘above, the 
thirty- third'book. closed, the following nine were 
devoted to the affairs ‘of. Asia, Pontus, Syria, 


‘Hyypt, and: Bwotia, including the Parthian’ mon- 


archy; the 'forty- second contained a sketch of the 
steps by which the Romans had’ attained to su: 
premacy’; and in the last: were ‘collected . some 
scattered notices in reference. tò the Ligurians, 
Massilians, and) Spaniards,” the; Greeks having |. 


been; ‘previously discussed, 


“Po what, period Justin (who. is designated in 
one MSas Justinus Frontinus, and i in:another as: 


1M, Junianug Justinus,’ while: the great: mijority 


exhibit the. simple ‘appellation. J üstinys:) belongs 
itis impossible to determine with ‘certainty, The 
expréssion which jhe employs ( yiii, 4 sed.) < Cw 
ciam etium miute viribus: et dignitate orbis terrarum) 


prove that‘he flourished under: the astern: èm- 


ñ-:| ‘perors, even if it related tothe age in which -he 
s -bined the -principles ‘of: all the* others; together p ; 6 


Torgied thie getut Í basis tor Cbristiant y aB itnow: 


vomposed, and ‘hot, as it-does in reality, to the | 


while ‘the: words‘ Ym-'| 


A F perator Antonine,” which appear in ‘the preface, 


are to ‘be found in no MS, now extant; but are: 
probably an interpolation foisted in by some of. 
the earlier editors who followed Isidorus, Jor- 
nandes, and John of Salisbury, in confounding f 
Justin the historian with Justin the Christian 
father and martyr. The earliest writer by whom 
-heis mentioned is St, Jerome ( Prowm, in Daniel ) 


‘and therefore he cannot, at all: events, be lster 


than, the beginning of the fifth century, 

“ Justin has been frequently censured by schol- 
ars ii no'measured terms for the slovenly man- 
ner jn which he executed. what they are pleased 
to consider as an abridgement-of, Trogus.. It. is 


unquestionable that. many leading events are en-’ 
tirely omitted; that certain ‘topics are dismisséd |: 


‘with excessive. brevity; that others not more 
weighty i in themselves are developed with great 
fulness; and that. in. consequence -of this apparent | 


}caprice, an air of incoherence and: inequality is 


diffused over the whole: performance. But before 
subscribing to the. justice .of these’ animadver. 


sions, it would be well. to ascertain if. possible,’ 


the real object of the compiler. Now we are dis- 
tinctly told by‘himself that ‘he ‘occupied. his lei- 
sure dufing a residence in the ci by selecting 
thosö:: aa of Trogus vis seemed most 
worthy of being generally kndéwn, passing. over 
such as in his estimation were not particularly in- 
teresting or ‘instfugtive, Thus it is clear that the 
pages of Justin are nat to be viewed in the light 
of a systematic compendium of Trogus, but rather, 
in his own. words, as an Anthology (breve jlorum 
corpusculum), and thatthe criticisms alluded to 
above are altogether inapplicable to what is pro- 
fessedly merely a collection’ of Elegant Extracts. 
We may indeed’ lament that. he’ should. have 
thought fit:to adopt'a plan by which we have en- 


Bae lost, or at least very imperfectly retuined, a 


miss of valuable information on a great variety ‘of 
topics, of which’ we “ire ignorant; but on the 
other hand, we-must feel grateful to the labors, 
which: have preserved ‘from. oblivion. me facts 
not recorded elsewhere. 

- “Tò discover the sources from which a lost wri- 
ter-derived his materials would seem to be a 
hopeless: quest, when: it ig-Gertain that most of 
these sources have themselves disappeared. “For 
not only did Trogus enter upon large departments 


| of historical research, where we can compare him 


with no authority now extant; but even. when he 
trod the ground previously travelled over by He- 
rodotus, ‘Thucydides, Xenophon, and’ ‘Polybius, 
we clearly perceive that far from confining him- 
sell to their statements; he frequently adopted ac- 
counts completely at variance with those which 
they followed. It is certain, however, that his 
guides were exclusively Uireek, and we have 
every reason to believe that to no one did he owe 
more than to Theopompus, from whom he bor- 
rowed not only the title, but much of the general 
plan and execution of his work. He was also, we 
inay conjecture, largely indebted to Ephorus, 
Timwus, and Posidonius; but our limita forbid us 
to enter upon an inquiry which has been prose- 
cuted with great learning by Heeren i in the easay 
quoted below. 

“We must not omit to remark that:the quota- 
tions from Trogus found in Pliny appear to be all 
taken from a treatise De Animalibus mentioned 
by Charisius, and not from his histories.’ ` 


We have thus, at greater length than was con- 


with, the Macedonians, In this manner the em- | venient, given the accepted account of the aeey 


pamena an a aa 


of that spirit. 


labors of] of Pompeitia Trogus, and Junianus J ustinus 
(for Junianus was the surname given by Cha-wan- 
ska, the Indian guide in announcing the presence 
The reader may readily perceive 
the magnitude of the priestly crime, that deprived 
the world of the literary treasure contained in 
that great Universal History of Trogus. It was 
fortunate indeed that Justinus should have duly 
appreciated the inestimable importance of that 
now destroyed history. Indeed we regard it as 
providential that he should have been prompted 
to write an epitome-of its most important con- 
tents, for only in that way has any portion of 
them been permitted to come down tous, But 
these priestly enemies of truth, it seems, have not 
even permitted the excerpts of Justinus, taken 
from that treasury of historical information to come 
down to us intact. But a portion of them have 
escaped the destruction. of those enemies of hu- 
manity, the founders of the so-called Christian 
church; and Justinus has been censured by mod- 
ern critics for “the slovenly” manner in which he 
executed what they are pleased to consider as an 
abridgement of Trogus”. Had they had the com- 
‘mon sense or fairness to judge Justinus correctly, 


-they.. would. have seen.the mutilated and. fragmen-. 


tary condition in which his historical compen- 
dium, had been allowed to come down to us; and 
they would have reserved their censure fur the 
“moral miscreants who, in the name of the Chris- 
tian religion, had mutilated the work of Justinus. 


Just here we stop to call the reader's attention. 


to a point that'seems to have'received no atten- 
tion from general critics, It was made manifest 
by the communication recently published in these 
columns, from Kuthalius, It is historically known 
that Huthalius broke the Acts of the Apostles and 
the Pauline and Catholic Epistles into verses; but 
the reason for this has never been rightly under- 
stood. Originally those books of the Bible were 
continuous, and did not admit of interpolated 
sentences, without the interpolations being mani- 
-fest to critical readers. When broken into distinet 
and separate paragraphs, it was much more prac- 
‘ticable to interpolate paragraphs without detec- 
tion. Luthalius told us that heset about com- 
pleting the work of theological deception which 
was, begun by Eusebius of Casarea, and: ‘made 
| such additions’ ind oniissions in- his versions of 
‘these books. üs., he thought would’serve his pur- 
“pose. 
nue’s work: being only an epitome of. Trogiis's 
great work, is the preservation of any part of it 
due, ‘The Ensebinees and Eutbaliuses into. whose 


> hands the compendium of Justinus fell, found-| w 
they. could, without certain detection, eliminate. 
a large portion ofits: and ag much of it was cleus. 


‘lated. to. make: plain, the ‘Christian. theological 
fraud: in which they were’ enguged; they, instead 
of destroying the whole’ work, us they: had. done 


with the Universal History of Trogus, con-" 


cluded to destroy the obnoxious parts of it, and 
-allow the remainder to come down to our time. 
Only in this way can the destruction of the whole 
of "Trogus's work, and the-destruction of only a 
portion of Justinus’s, be accounted for, Qgher- 
wise the whole of the litter would have shared 


the same fate. 
It has been seen that the time when Jnstinus 


lived and wrote has been a matter of historical 
and critical doubt, This doubt need no longer 


exist, for the Indian guide of the. mediuni, i iwan» 
nouncing the presence of J ustinne, said that he was. 


a Latin historian in the reign of Titus Pins Antos, 
ninus (Ax D, 161), It would therefore seem. cer- 
täin that the words. of “ Tniperator Antonine” in 


the preface of Justinus’s. history, were rightfully. 
there, and were not “an. interpolation foisted in’ 


by some-of the earlier editors,” &e, Ping ‘Anto- 
ninus reigned from A, D, 138 to 161; and. it was 
undoubtedly. within ‘that period that. Justinus 


wrote his history. Now, the spirit. of Justinus , 


says he had the whole work of“Lrogus‘in his pos-. 
session when he wrote his own, Ib would, there- 
fore, äppear that it must have been after that date 


(A. D; 161) that the work of Trogus wits destroyed, : 


as it-was then extant and in the possession of 
Justinus, It was to. conceal ‘the fact that Trogus” 
history was in existence ato late aday, that any 
question was ‘raised as to tlie period in which 
Justinus flourished. But that concealment: will 
no longer avail, By that strange fatality tliat. 
seems tò attend tlie perpetration of crime against 


‘humanity, the words “Imperator Antonine” have | 


been preserved against all priestly eflurta to avoid 
them, in the extant copies of the preface to Jus- 
tihug’s history., Those words seem. to have been 
providentially preserved to authenticate. the spir- 
it testimony. of Junuinus Justinus; ag has: also. 
the prenomen Junianus, about sglfich there lias 
been the same doubt, : ‘Phe corrections and ex- 
planations of historical Tucta, such as these, in so` 
many instances, throughout this unprecedented 
series of communications, are most convincing 
proofs, not only. of their anthenticity and truth- 
fulness, but of their inappreciable value. 
Pompeius Trogus, through the Indian guide, 
claimed to have written his history in the time of 
Julius Casar, which must have been prior to B. 


C. 44, when the latter was assassinated, It is not, 


improbable that he survived Cwsar, and alsó 


flourished in the reign of Augustus, who died in 


A, D, 14, dndeed the spirit of Justinus says that: 


the history of Trogus came down to B, Q. 20, three 
years after Augustus attained imperial power, 


The compliment which the spirit of Justinus 
paid to us, in attributing to our humble efforts to 
advance the truth, his ability to give his invalua 


= J 
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It would seem. that. to thé fact of Justi-: 


“argon sale at this office, 


8 


ble spirit testimony, is one that we highly appre- 
ciate; and nerves us with strength to persevere 
in the work we have in hand. In view of the op- ` 
osition, misrepresentation and persecution that 
we ini had to endure and overcome, we think it 
must have been to that that the spirit referred 
when he said: “But it seems Hades itself had “ 
broken loose on the mortal plane.” 

Justinus tells us thatthe history of Pompeius 
Trogus made manifest the fact. that before the 
Christian era, among: the ‘learned Greeks, the 
Pythagorean religion blended with the Christos 
religion of India, was the accepted religion. And 
further he tells us that he copied those portions 


‘of Trogus’ history that related to the Christos re- 


ligion, but that-portion of his history that related 
to Appolonius was permitted to stand with the 
name of Apollonius suppressed and the name of 
Christos changed to Christ, We have no means 
of judging how far this Ys correct, as we have been’ ` 
able to find no translation of Justinus’s History, — 
but from the fact that the scholastic writers of . 
the Middle Ages,:made frequent quotations from 
Justinue’s History we may infer it isin the main 
correct, as they wrote to please the Christian be~ 
lieving world... From. the, testimony. of this and : 
other spirits, especially Plotina Pompeia, it would 


and before any authentic historical mention of 
Jesus Christ was ever heard of.: If such was the +. 
fact, it is not ditticult to determine whence the 
name Jesus Christ was derived. 

The Greek to. whom. Justinus referred as qual- 
ified to confirm his statements, was Stephanus of 
Byzantium, who came as it was suggested he. 
would, Hig 

It yas unquestionably true that the Guostics, 
Basilis and. Valentinus, who not remotely fol- 
lowed the trinitarian doctrines of the Gymnoso- — 


-phists, based their whole theological system tipon 


the natural trinity of father, mother and. child.. 
The Christian divergence from that true trinity 
has been. the cause of more bloodshed and suffer- 
ing than-any other theological error that was ever | 
promulgated. 


too much light upon the renl sources. from which: 
they borrowed their religion, Itis a recognized 
fact that the doctrines of- Pythagoras, Plato, the < 
Gymnosyphists: the. Caostics, ‘and the Eelectics, as 

well ag nearly all-or most of the Brahmanical and `, 


with g groundless pergonal-tictions,i in the Chr istian l 


‘Bible, No-one cin read, and compare the Chris- A 
tiun dovtrines with the doctrines of-ull those. an- >" 


cient religions and not see, at every step, that the 
former is but a spurious version of the latter, 
As we huve:been able to contirin the truth of go 
much that the spirit. testified to, by the most un- 
expectedly preserved collateral facts, we cannot 
see how those portions of it, the direct or collat- 


| eral, proof of which cannot be reached, can be 


reasonably questioned, 
The spirit felt conscious of the dilliculties under 
Which he. labored sin trying to identify himself; 


‘successfal, -When that communication was given,’ `, 
neither the medium nor ourself had any know.” ` 


from any other source than the-spirit of. Justinia, a 
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seem there was a worship: devoted toa Christos = 5 
. Hesu. or Hesus Christos at a very early period, 


This spirit eortuinly speaks the trùth when he: ’ eae 
gays that the re: abon Why the founders of Chrige 47i nade 
tianity destroyed i 30 many. of the works: that were... Í “ 
written. prior to A.D, 260, was that they threw 


Baddhistic doctrines. of India, and the Magian doc- 3 E : 
trines of Persia, s are. blended. ‘and : conglomerated ere 


but. we‘are surprised that he should have been BO. ae 


ledge of ejther: Pompeius : Trogus, or, Jünianys i 
‘Justins, or of their earthly labors,” We cannot 
therefore, conceive how the communication came 
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c.. |. valuable and instructive communications, will in- 
terest themselves and put forth some exertion’ 
_ in getting up clubs, so that others may share with 
them in the pleasure and instruction derived 
from their perusal, ‘Sample copies free on appli- 
cation. 
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‘THE OAHSPE FOG THICKENS—WHERE DOES THE 
a TRUTH LIE? ` 


In the Banner of Light of May 12th, Mr. Colby 
published a letter, or article, from the pen of Dr, 
©. Cetlinski, extolling Oahspe, or the New Bible, of 
Drv Newbrough, in such lavish terms of approba- 
ton asto utterly disgust us, and provoke our sar- 
>.“ eaatio’ criticism, “We quoted what’ we had every. 
“ -reagon to blieve was an entirely-approved extract 


Toit i0 much ‘for Dr. Newbrough’s patience, and he 
_ Jost no time in‘ sending us a letter, in which he 
said: “ Please do me the justice in your columns, 

-. to allow me to say, that in Dr. Cetlineki’s article 
i --in the Banner, the purported quotation from Odh- 
`- ape is notin the book, nor is there anything simi- 
lar to it, If it were real quotation, I should en- 


- ence'in-the respective statements of Dr, New- 
> Drough and Dr, Cetlinski and we called for more 
>a Jight upon the subject. In response we have re- 
~ -ceived the following letter from Dr. Cetlinski, 
=; which leaves the matter more involved than ever, 
` -and we feel that Dr. Newbrough should give some 
explanation of bis part in the affair, or stand con- 

- —_wieted of dishonorable evasion in the premises: 


if 158 W: 24th St., New York, 
cee ee So May 26th, 1883... } 
n+ editor of Mind and Maller : 


-o = you copied a letter from Dr. Newbrough to you, 
= “tothe effect, as you justly: observed, of making 
o believe, that “he knew nothing”: of my‘“import- 

“ant quotations,’ from. the Oahspe, and: ipso facto. 
. ~gagte suspicion:upon me as if [had imposed.upon 
< ‘the Oahspe something foreign to its real fabric, an 
acton my part, which you, Mr. Editor, are pleased 

‘to call “forgery.” This letter: of Dr. Newhrough 
gaye you thus a tight to call me.to account before 
ithe journalistic tribunál, dnd at the game-time 

. imposés upon me the’ sad duty, in justice to my- 
self, to give you my version of the story, even if it 
should lift one corner of the mask urder which 
‘the Doctor plays'so well; a call not very enviable. 
Here is the fact, My. article ‘to the Banner was 
first set up in type in, the so-called ‘Oahspe Print- 

S ing Offre, under the direct surveillance of the 
Doctor. I must say. that when the first copy was 
handed to me for inspection, I found it covered 
over withthanges, interpolations and suggestions, 

? alt of which were gf a mere ‘personal character, 
tending to represent. him in altogether a different 
light from that in which I looked ‘pon him, .in 


rv. 
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ze & handsome profit without invest- 


i 7 nata _ this paper, ‘Names and addresses should always be given,, 


by full name and the relation they bear the writer,- 


ee oe every individual, we will make the following: 


~ -from that. travesty. oii Bible making, This was 


„erare his thoughts like ours.” A hundred: New- 
broughs and thousands of depraved mediums will’ 


< dorse your criticism thereon,” We could’ not! 
“2 conceive why there should: bé’ this wide differ-. 


< i Desr Sint—In this week's ieaue of your. paper, 


his relation to the Qubspe, Asa canscientious 


writér, having the Oahspe phenomenon itself ex- 
clusively in view, I Had to reject in toto his med- 
dling with my views and style, having bad in all 
my literary and scientific investigations constant- 
ly in-view the old saying, 


Amo Platonem, ame Socratem; ` 
Sed magis veritatis— 


But mark this! Although the Doctor seemed to 
have.bestowed great attention upon such paesa- 
ges of my article where he thought to find oppor- 
‘tunity to enhance his own personal character, he 
accepted freely, and without the slightest inter- 
ference, that very passage of my article, which 
you, Mr. Editor, quoted as a quotation from the 
Oahspe! Moreover, after I succeeded in appeas- 
ing his wounded sensitiveness ahd ambition and 
had my article finished in type, it was the Doctor 
himself who sent it to the Banner for publication; 
ordering Mr. Colby to send him a hundred copies 
of it as a kind of encouragement and recompense 
to the Eeditor. So far as regards the Doctor 
“knowing nothing” of my article before it was pub- 
lished, Mr. Colby himself and a score of gentle- 
men and ladies, here in the city, will testify to 
thig, my statement, , 
~ I don’t consider it, for the present at least, ne- 
cessary nor profitable to enter into any analysis 
of two other points of; his letter to you, which 
contain his own condemnation. 

Now Mr. Editor, I did not hesitate to appear 
before your tribunal to confound : my least ex- 
pected accuser, and I have a right to expect you 
to grant me go much justice as to allow me, to 
address you a question or two, for the purpose of 


defining, before the eyes of your readers, the true 


point where you deemed your mission to be an- 


| tagonistic to. me pore For I never fought 


an adversary behind’ his back, like Dr’ New- 
‘brough, who deemed it “atuned to the All-light” 
(in himself I suppose) to attack me in your paper ; 
just a fey moments after I showed him your first 
article of the 19th, in order to ascertain from him 
whether you âid first address him directly the 
warning from Yarma, as you were ordered to do 
by the same authority, and after a friendly con- 
sultation, at which time he did not. express any 
reproach whatever for my “purported quotation,” 
He on the contrary contented himself, at that 
moment, with a derogatory remark on your per- 
gon, a remark not called for at all on that occa- 
sion, 

Tam accustomed to meet an antagonist face to 
face, and am ready, at any moment, to give hon- 
orable amends when justice requires, Now the 
first question is: “Did you, Mr. Editor, really 
and truly take the passage you quoted from my 
article, a8 a quotation from the Oahspe?” I-have 
indeed met with two, illiterate persons who took 


— | it as a quotation, and in their simplicity expressed 
'.|-their disappointment’ in not finding:that passage 
“| in the text of the Oahspe;' but.not one:of my ac 

‘quaintance, people of various degrees of ahali 


rly 
‘training, have taken it ása quotation from Oahspe, 


My whole article, in’ itssecond “part, is given ex- 
plicitly. as: an impression the reading of the 
Oahspe has left’ on. my mind—and J clothed my 
impression in a language as different from that of 
the Qahspe as day is from night.. Have you found 
in my somewhat ‘Jengthly article any semblance 


of a quotation from the text of the Oahspe? 


< “Certainly. none whatever !. For by reason of the 
rules.of true criticism I could not. make any: real 


“quotation from the Oahspe without an. accompa- ` 


niment of a critical note, and I was not prepared 
‘for it atall, You, Mr. Editor, are of course at lib- 
erty to ridicule my impressions, or even pity me 
as a victim of the Oahspe deliision, but how could 
your literary attainments? How could ‘you-find 
it in your conscience just to stamp that passage as 
a quotation from the Oabspe, for the sole’ purpose 


of accusing me falsely of falsifying a book in the- 


service of a bookseller? : 
Again, Do you really.and-traly think that my 
somewhat poetical effusion of a pure Monotheism, 
coupled with a sincere faith in the goodness and 
wisdom. of our heavenly father, whom I never 
call-by the fanciful name of “Jehovih”—do you 
really think that this, and. this alone, suflices to. 
disgrace Spiritualism? I. credit you» with too 
much common sense than ‘to harbor such stupen- 
dous nonsense, But. you think very likely that 


that passage alone suffices to induce people to buy 


the Oahspe and 80 indirectly tö disgrace Spiritual- 


ism. Oh how'little faith you. must have in. the: 
‘common sense. of the people, and. how less you 


seem ‘to have: in the wisdom.-of the ‘spirit world 
and the work itis performing before our own. 
eyes. day by. day! ‘If I had judged: like” you, I 
would have given.up Spiritualism long ago in ut- 
ter disgust. But his ways are not like ours, neith- 


not shake one particle of the’ marvellous edifice 
being in construction at the hands of our heaven- 
ly hosts, ‘Be sure, Mr. Editor, that even evil and 


andeveloped spirits are forced into the work of 


the New Dispensation, ` `- 


Fraternally, in. the cause of truth and liberty of 
thought, yours, ok 


e 


; P k BL. CETLINEKI, 
In view-of the fact that Dr, Cetlinski and Dr, 


-Newbrough have “both justified our course in 
viewing the matter from. the standpoint to- which 


we were led by the letter from Dr. Cetlinski, pub- 
lished in the Banner of Light, pulling the Oahspe 


`| publication; we feel that it-is just and proper that 


we should state. how we.view the matter after 


hearing their respective explanations, In regard: 
to the article: addressed’to’ Dr. Newbrough, and 
published in the Banner, Dr, Cetlingki-saya: “My 
article was: first set: up in, the so-called Oahape: 
‘printing: office, under the direct surveillance of 
the Doctor. . I must say that when the firat copy 


was handed to me for inspection, I found it cov- 


ered: over with changes, ‘interpolations and sug- 


gestions, all of Which were of a mere personal 
character, intending to represent him in quite a 


different light from that in which I looked upon, 


him in his relation to Oahspe:” | : 
Here is a plain intimation- that Dr. Newbrough 
‘wants not to be regarded as the passive and un- 


conscious instrument of controlling spirits, acting | 


as their medium of communication with mortals, 
but as the inspired agent of “Jehovih” to write 
that tissue of meaningless nonsense, It was bad 
enough to have to suppose that Dr. Newbrough 


‘wae the complacent and gullible victim of un- 
‘truthful spirits; but when he claims a con- 
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‘scious agency in the production of the. book, we 
are then justified in holding Dr, Newbrough 
personally responsible for the unquestionable lit- 
erary fraud. which has been perpetrated in the 
sale of Oahspe. We would have been glad to. 
have been permitted to believe that Dr. New- 
brough was the simple-minded, disingenuous man 
| which the preface to Oahspe would make him 
appear to be; but in view of what Dr. Cetlinski 
intimates above, unless it is shown to be unjust 
and untrue, we must regard Dr. Newbrough as a 
selfish schemer „who is seeking public notoriety 
q a3 the inspired author of the Oahspe fraud It is 
just this kind of abuse of the good will and pa- 
tienée-of.the friends-of Spiritualsm, by those who 
selfishly try to make use of it to advance their 


personal ends, that constitutes the most formida- 


ble obstruction that. Spiritualism is required to 
meet and overcome, It is in accordance with the 
natural laws governing spirit control, that selfish, 
untruthful, miscievous,-ignorant and reyengeful 
spirits can exert the same power as those who are 
benevolent, truthful, kind and friendly; and that 
+ they seek out those whom they can use to effect 
their ends and purposes, For this Spiritualism is 
held responsible, when it in no sense has any- 
thing to do with such perversion of its proper 
functions and uses. Spiritualism, like everything 
else that is good, useful and necessary, ‘when used 
in accordance with reason and enlightened ex- 
perience, becomes destructive and pernicious 
when used. ignorantly, irrationally, or with a 


tion of truth, A 
Again, Dr. Cetlinski says: “Although the Doc- 
tor seemed to have bestowed great attention upon 
such passages of my article where he thought to 
find opportunity to enhance his own personal 
character, he accepted freely, and without the 
slightest interference, that very passage of my ar- 
ticle which you, Mr. Editor, quoted as a quotation 
from the Oahspe! Moreover, after I succeeded in 
appeasing his wounded sensitiveness and ambi- 
tion, and had my article finished in type, it was 
‘the Doctor himself who sent it to the Banner for 
publication, ordering Mr. Colby to send him 100 
copies of it, as a kind of encouragement and re- 
compense to the editor.” It thus becomes. pain- 
fully ‘evidént that Dr, Newbrough is. as much, if 
not more, to: blame: for the publication of the 
spurious Oahspe quotation than Dr. Cetlinski him- 
gelf We say spurious quotation, for.as it now ap- 
pears, Dr, Newbrough adopted “Jehovih’s”. in- 
spiration of Dr. Cetlinski to be as genuine and‘au- 


it was untruthfully quoted as if contained in that 
Bible swindle. It was therefore simply shameful 
| on the part: of Dr. Newbrough. to repudiate his 
‘part in securing the’ publication‘of the apurious 
quotation from Oahspe, and to try to cast all the 
odium of that transaction on Dr..Cetlinski. If 
“‘Jehovih” cannot better manage his family of 
“naturals,” he had better step down and out, as 
the biggest failure that ever undertook to make a 
bible. Joe Smith was a king compared to him. 
We really feel sorry for Dr. Cetlinaki, that we 
-cannot-consent to relieve him of the very awk- 
ward predicament in which he has placed him- 
self by taking any blame’in the premises upon 
ouraelf, We would like to oblige him, for it ever 
gives us pleasure to do a kind turn for. those who 
are ‘in. trouble; but Dr. Cetlinski- expecta too 
mich of us when he.asks us to let him creep out 
of the only hole that he thought he ‘could see, 
‘That hole was, to make it appear that we had quo- 
teda part- of his article, as a quotation . from 
| Oahspe,. when it was not a quotation, and had 
nothing about it that.indicated that it was a quo- 


As we can in no, way. better show what this Je- 
hovih and Oahspe business really is, then by re- 
quoting the damning nonsense of Dr, Cetlinski’s 
article, we will here give it: just as it was printed 


in the Banner of Light of May 12th: — 


“When we turn to contemporary works and 
workers of inspiration we meet, on the one-hihd 
with Allan Kardec in France, and A. Jackson Da- 
vis, Hudaon Tuttle and Mrs. King, and lesser 


light direct from heáyen, But the fret named, 
‘starting with some prepogsessions in favor of 
current theology, upon his. travels-‘among our 
moder‘ Invisibles, succeeded’ wonderfully among: 
his countrymen in inoculating ‘old metempgycho-. 
sis, the doctrine of pre-existence and reincarna- 
tion into ‘the arbor vite of. our immortality,-as 
démonstrated by- Modern Spiritualism whilst 
tthe latter, although powerful auxiliaries in-the 
work of progress, have.produced nothing that can’ 
„be compared with the works of science and phi- 
losophy- which are-ateady and permanently po- 
tent, whilst the first is spasmodic and of a spo- 
radie character.” (Reader, think of it! Oahape 
and Dr. Newbrough- against the immortal A. J. 
Davis and his Divine (Diakka) Revelations, Well! 
well!! well!!{. Look out for the “Wreck of mat- 
ter and the crash-of Worlds.” Jehovih against 
Wilson the king of the Diakka. Whew! but wont 
the fur fly !~Eo,] “Now, when we turu to QOahspe 
we are at once startled by a powerful voice which 
we have not heard for centuries. 

‘Ye wanderers on earth! Why are you gazing 
anxiously at those little dota on the firmanent?’ 
Come back to me, my own erring children; put 
away your little toys, telescopes -and mathemati- 
cal instruments, Jt is I, your own Father and the 
Creator of the Universe, who put the starsin their 
proper places, countless millions of them of va- 
rious dimeusivus—and sent them off into the im- 
mensity uf svave to bear testimony to my Father- 


purpose to injure, obstruct or defeat the propaga: 


thentic as “Jehovih’s” control of himself, and” 
although the latter was not published in Oahspe, 


lights in this country, all claiming to.bring us new: 


your loving Father, ye, my own begotten child- 
ren! Stop your laborious digging and searching 
for a knowledge of the mechanism of my footstool!: 
It is I, your own Father, who built it from atoms 
and molecules, and fashioned it, over and over 


again, till it became fit to be a cradle of your in- 
fant life. Come back, ye, my poor helpless chil.. 


dren; and put’away for a while your picture 
books and engraved stones; and your pyramids! 

Who try to unravel the mystery of age, and to 
decipher the history of your ancestors. Itis I 

myself, who cradled your infancy, and guided 
carefully, according to the laws of my Supreme. 
Wisdom, the evolution of your beautiful man- 
hood. As to the mystery of ages, they are my own 
secrets, but are open to your understanding when 
you reach those endless spheres of eternal life, 
Come back, ye, my own dearly beloved offapring 
of my own eternal love. Why call you for help 
on this or that god or goddéss, as your Saviour? 
Am I not your eternal loving Father, the only 
true Source of light and life} Those gods and 


goddesses are but, like yourselves, offsprings of* 


my will, sent off on messages of love and mercy; 


and, like yourselves, do at times misunderstand - . 


their own status are misled and misleading’ 
‘Come back to me your own Father, and tell 


me, have you ever asked for bread and receiveda 
stone? All I want from you is to arouse your 
consciousness of being my own offspring, Come © 


direct to me for all you want, and you shall. be 


and happiness,’ | 


ad nauseam, 


did not do either Dr. Cetlineki or Dr, Newbrough 


words attributed to Oahspe, in that quotation, are 
defined by actual quotation signs which Dr. Oet- 
linski by some fatal infatuation has denied. He 
may not have put the quotation marks to his ar- 
ticle, but if he did not, then either De. Newbrough 
did when he sent it to the Banner, or the editor 
of the Banner did. If the former did it, then it is 


repudiate the quotation ; and if Mr. Colby did ‘it, 


apurious presentation of Oahspe rests, as we think, 
mutually upon the two doctors, and not upon the’ 


the facts are our own ample justification, Not 


‘us from the pages òf Oahspe.” 


ly love and the Omnipotence of my will, and the ` 
glory of my Supreme Wisdom. Come back to me, - 


supplied with all your real wants for life, light. 


“That is the powerful Voice which speaks tous - 
from the pages of Oahspe, It is an echo, a feeble . aes 
one indeed, but a genuine echo of the thundering = 
voice of old Jehovihism on Mt, Sinai,” &e., &., 


. If any one can read that and not gee that we 


any injustice in our quotation of it, they must be | 
very difficult, of literary comprehension. The. 


‘entirely too late in the day for Dr. Newbrough to - 


he no doubt did:it because of the two paragraphs =. i 05o De 
put into the mouth of the “powerful voice” that. oe. s ai? 
spoke. through Oahhpe, to.which the quoted words =. 

were attributed both at the commencement and ; ` 

close of the quotation. ` The responhibility for the 


editor of the Banner,” So far as we are concerned, 


only was.there.a semblance of a quotation from: aoe 
the text of Oahspe, but Dr, Cetlinski expressly: > 
gaya that the words published in quotation marks) 9” 
came, from “the powerful Voice which speaks to. 


iets 
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|. We agree with Dr, Cetlinski that no amount of ; rae 


from superstition, ignorance and dependence on 
impious priestly assumption for light and guid- 
ance either in the mundane or the spirit life, But 
all such nonsense is set down to the prejudice of 
Spiritualism by all who are ignorant of its true 


on the part of the two Doctors, who seem to’ be 


brough puff of Oshspe, Mr, Colby says :.. 
may feel a desire to becoine more closely ac- 


Bookstore, No. 9 Montgomery Placz, Boston.—Ad. 
of Bof Lao ie e es S 


cent of which was the consideration for the Ban- 


legs lumber... But-what:kind of a compliment did 
theeditor of the Banner pay to his readers when 
he-would insult them by suggesiing that they 


‘might want to become better acquainted with a. 


“work that ‘was: of the character set forth by Doc- 
tors Cetlinski-and Newbrough, It would seem 


‘that ‘Bro, Colby: had ddopted the Jesuit motto, ° 


“the end justifies the means,” the end being the 
shekels, Oh!.we are sick with disgust at this 
mercenariness in a quarter where something 
better should be looked for. 

Tf “Jehovih” wants a hearing in Minp AND 
Marrer, we will be happy to accommodate him, 
through either of the inspired echoers of his “pow- 
erful voice.” We will stuff our ears with the 
cotton of indifference, and give him a little of the 
sheet-lightning of common.sense in return for his 
meaningless and ostentatious thundering. We 
‘intend to kill “Jehovih” as dead as is his Chris- 
tian rival, before we are done with him, and take 
the two dazed Doctors out of his infernal clutches, 
We don’t ask any thanks from either of the three. 
We are engaged in the “Jehovih” killing business 

for the fun of the thing, 


nonsense published in'the name of Spiritualiam ` 
can rightfully be considered as disgraceful to it; for 

itis no part nor parcel of thespiritual work of men- « 
tal emancipation and individual enfranchisement ` 


“Those who after perusing the above article, - 


quainted with this remarkable work, Oansra, will - 
find the volume on sale at the Banner of Light. , 


The editor of the’ Banner of Light did not tell. l 
his readers that this remarkable work was sold >. 
at therexorbitant price of $7.50 per copy, 40 per. 


ner puffing of it, while to the purchaser, the work -~ 
was not worth the room: it would occupy as use- < 


mission, or in any way prejudiced against it, One oe E 
thing however is very certain, that between Jeho- - 
vih, Dr; Newbrough, Dr, Cetlinski, and the editor. 45. 
of the Banner of Light, the time hascome when'an. ` ~- 
end should be put tothe Oahspe Bible farce. Isitnot `" - 
monstrous to think that: Brother Colby would. `: 
publish that ridiculous .mutual ‘puffing of Oahape ~ 


equally “be-addled” with. “Jehovih” and his | ee 
“ powerful. voice,” and join in its laudation, Ja- 
closing the publication of 'the Cetlinski-Now- 
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|" “BEECHER ON BEECHERISM. 

i . 7. n : ¢ 

Inthe Boston Daily Globe of May 26th is a 
teportorial account, headed “Beecher on Spiritual- 
ism. He telis what He Knows About the Un- 
seen World. The Common Peöple Advised to 

. Leave it to Scientists to Work up.” Here is the 
report: : 

“There was an insatiable craving in human 
nature for some knowledge of the unseen world, 
and it was as ‘strong to-day as ever it was. It was 
_ only 150 years ago that the Christian. world had 
let go of the belief in witcheraft, -> 

“Mr, Beecher said there was nothing in Dante 
or Milton to compare with the scene of Samuel 

. appearing to Saul when invoked by the Witch of 
Endor. After some satirical allusions to the as- 

` trologists, who advertize in the daily papers, Mr, 
Beecher said: 

“It is part and parcel of this same géneral de- 
sire that has led in modern times to what- is 
-¢alled Spiritism, or Spiritualism. I do not än- 
veigh against Spiritualism itself at all, but I do. 
„against those men who make a trade of it and 


who use, what ever may be their agency, for pur-’ 


poses of money. Experience shows that as a class 
of men they probably go back to the old sorcerers, 
‘deceivers of men, misleaders, As for Spiritual- 
ism itself, Iam very free to say that Í could never 
account or see that any one else could account 
for many things that happen at what dre called 
igeances, I never happened to be present at one 
when I got a single idea, though I havé gota 
shock, No man on earth could desire more than 
Ido to believe in Modern Spiritualism; no man 
: on earth could be: more ‘willing, more anxious, 
more glad to’ believe it; but solemnly I can’t do it. 
In the first piace, I have never heard anything 
- from the other world that a boy five years old 
could not see in this world, Stuff! unutterable’ 
stuf, the greater part of it, I mean, Some people 
say they do have communications ot very great 
/owalue, © a 
“Ihave been at seances and have read. Spiritu- 
alist papers a good deal, and have seen my father 
come under the table, my mother, and my broth- 
‘er George, and my children; and.there was some- 
thing in it that was very impressive. I will not 
‘deny that when I was in England my father ap- 
pened to me. It was a seance in the house of 
prother Charles Duncan, 80 that there was no pro- 
fessional trickery; it was as honest a convention 
_ a8 could possibly be. There was no thought of 
_guilt.or deceit. My father came, and it seemed 


. from the way the tabled acted, as though it was | 


he. It was a robust, strong, energetic action, and 
a- it was not until he came to talk that I saw: that 
< the table was a fool, (Laughter.) He said to me: 


bey" My gon, you are exerting yourself too much; you | 
Poel re In greab.danger. of breaking down,’ -I said: 


oo” !D know.that; what shall I do? “He answered : 
ee ‘You must observe the laws of health.’ “Well, I 
‘said, ‘I didn’t come 3000:miles to learn that; I 
knew that. before I left Brooklyn.’ - (Laughter), 
_ My mother came, and I have reason to suppose it 
` was her method, Shë was a meek woman and 
- hot demonstrative, of grave presence and great 
- «depth; and the table acted exactly as I think she 


kg k “would have done: But I could get nothing out of 


-" my mother, My little children came and pecked 


“>, atthe table like Teds birds, buf thay had nothing 


<- -can’t prevail upon myself to say I-knew that this 
- did not take place from collusion ; there wa no 
‘motive for it, no ground or reason that I could see 
„forit; but it was empty. If you asked me, ‘How 
would you set aside the proof that this is from the 
other world?’ I freely confess I could:nef make 
any statement; only I feel that the other world 

is an unspeakable degradation if the foolish things 
that purport to come from it do really come. 

_ When Prof. Felton of Harvard was investigating 

-  Ahis subject, he received a communication from 
Benjamin Franklin, and it was go sterile, so jejune, 
that he was provoked. to exclaim: ‘If the ratio 

-of deterioration is so rapid by this time Pericles 
fs born a fool” Now Ubelieve there are many in 


fos o> sto say, and the whole thing passed away. Yet. I 


ne Brooklyn, I haveno doubt there are a great many. 


< vof my congregation, 1 know there are who believe 
-in Spiritualism, Some of them take great-comfort 
(cin it.I would not destroy their comfort for one 
-. Iwoment, but my own impression is that scientific: 
-=u men-should: give more attention to. this: subject, 
~~ and common-people.not instructed in methods of 
-> investigation should give a great deal less: attén- 
> ution to it. I think people are hurt by it. Here 
-and there is an unhurtable person, but in general 

~ ‘those that follow’on to ‘know the spirit world are 

= A good deal.more hurt than helped by it, Now 
and then a man who has'looked into Spiritualiam 


aya: ‘I bélieve in immortality; I never used to. ` 


- Well, thank God for ao much. Anything that 
' brings nearer the sense of immortality and the 
reality of after death is not tobe slightly spoken 
~of. Nevertheless I think that the average effect 

- of Spiritualism upon the common people is. not 
mol and. yet there is that in it which demands 
~. that it-should.not be pooh-poohed altogether and 


‘thrown, away, but that men trained to investiga-. 


- “tion should make it the subject of continual re- 
_ «search, until we should know. what that occult 
-Olement:is that plays such fantastic tricks with 


+ ouir imagination and our faith.” 


And this is the outcome of the curse of Christi- 
-anity l For between fifteen and sixteen hundred 
_Years, a systemized religious superstition, denomi- 
nated. by its originators Christianity, has held 
ithe hunian mind. helplessly ‘énthralled and de- 

- voted to the services and interests of a claas of 
simpious imposters calling themselves the- minig- 
- sters of God. Yet as time has rolled on; one by one, 
|  .the links.in that chain of superstition have been 
melted away beneath the furnace blast -of ad- 
-yancing knowledge, until only the most ignorant, 
‘hervile, and craven any longer bow trembling 
before these religious and social tyrants, With 
-the cunning begotten of sanctified hypocrisy a 
few of these self-styled “ministers of God” have 
found it profitable to recognize the resistless pro- 
gress of the nineteenth century, and to seek to 
-edge away from the doom that awaits those who 
adhere to the priestly religious dogmas, under 
which the mental and morabworld had so long 
groaned in hopeless despair of ever breathing the 
air of personal freedom. Among these “Artful 

. Dodgers” of the priestly craft, is this Henry Ward 
Beecher, of Brooklyn, New York, who may be re- 
garded as the most mongrelized specimen of the 
priestly breed. Like all mongrela, he ‘shows 


J 


~~ We now ask Mr, Beecher, whether he is either 


none of the better characteristics of his priestly 
progenitors, but all thelr, long since, degenerated 
qualities and defects. This man finds himself 
confronted by a long series of natural phenome- 
na; which are so absolute and undeniable, that 
he ia forced to admit their common and general 
occurrence. These phenomena, even the least 
marked “of them, which, although Mr. Beecher 
used all his art of ridicule and buffoonery to be- 
little, was forced to admit that there was in them 


| “something that was very impressive ;” show that 


the whole Christian system of theological decep- 
tion, for which he is paid the moderate compen- 
sation of $25,000 per year to preach, is an unmiti- 
gated imposition and delusion. owe 
Mr. Beecher has never had the manliness or 
honesty to investigate the subject of Spiritualism, 


as it is occurring under his very nose in the cities 1 


of New York and Brooklyn, and for the very 
good reason that he knows he would then have 
no excuse to misrepresent or deny the unanswer- 
able demonstration of the agency of disembodied 


spirits in their production, Mr. Beecher con- |‘ 


fesses to what he witnessed at one seance at the 
house of a friend in England, not deigning to tell 
us who the medium was; and. although he re- 
ceived communications displaying buman intelli- 
gence through an unconscious table, as the tele- 
graphic medium of conveyance; and although he 
confesses that there was “something very impres- 
šive ” in them, he stultified himeelf a few minutes 
before by saying: “I have never heard anything | 
from the other world that a: boy five years. old 
could not see in this. world, Stuff! unutterable 
stuf; the greater part of it, I mean.” What are 
we to think of the wit, honesty or common sense 
of a man who:can thus contradict himself in less 
than fifteen minutes in that shameful manner ? 
And it is this “Stuff! unutterable stufl,” that 
Henry Ward Beecher recommended should only 
be investigated by men trained in that line of ob- 
servation, “and should be made the subject of 
continual research until we should know what 
that occult element is that plays such fantastic 
tricks with our imagination and our faith.” Mr, 
Beecher very well knew that the men to whom 


he would consign the investigation of. Spiritual. 


phenomena, in order to ‘bury -Spiritualisin out of 


sight of . the. world, are just as cowardly: 


and dishonest in- relation to knowing the 
truth about. ity a’ is Mr. Beecher and his 
brother “ ministers of God.” They one and all 
should -know what that occult element. is that 
plays stich fantastic-tricks with their imagination 
and faith, for the first spirit raps at Hydesville, 
thirty-five: years ago, demonstrated that: occult 


force to be the will and intelligence of disombod=. 
ied human: spirits, Well may. Mr. Beecher‘say:: 
|“T am very free to say that T could: never accounti => 
or see that any one else could account for many things | 


that happen-at what are called seances.” We suppose 
that is the reason why Mr. Beecher was so anx- 


‘ious to have this unaccountable class of natural 
‘phenomena handed over to the care of then who 


long since admitted that their means or methods 
could notin the leastshake the claim of the return- 
ing and manifesting forces to be nothing else than 
human spirits, Oh! how. we loathe the selfish- 
ness, cowardice, hypocrisy, and dishonesty which 
runs through all that. attempt of Mr. Beecher 
to ‘silence the! lashing: of his ‘accusing con- 


‘seience-and to ‘excuse. his .confesyed. ignorance 


of the. most important branch ‘of. human in- 
teresta. that is befere the’ world to-day for in- 


quiry and satisfaction, Mr. Beecher has not the’ 


poor excuse of his orthodox ‘Christian brethren, 


Catholic and Protestant, for his enmity to Spirit- 


ualiam, or at least to the occurrence of its phe: 


the troublesome ism to the Christian Devil and 
his legions, while with Mr. Beecher they are 
forċed- to acknowledge: that the Devil ‘and: his 
forces are “the element that plays such fantastic 


their faith was ever équal to an honest belief in 
the theological nonsense they have tanght for 
truth, while they battened and fattened upon the 
more lively imagination and faith of their choused 
followers. ; 


a consistent or honest man, when confessing such 


as he has done, to undertdke to advise and coun- 
sel as to what.ought or. what ought not be done in 


relation to investigating facta that any boy of five 
years old can know as much about, as the most 


ostentatious “minister of God,” that ever impi- 
ously undertook to“Lord” it over his fellow men? 
“Mr. Beecher seems to kiiow as little about Spirit- 
ualigm as he does-about: being a consistent follow- 
er of his Christian myth; and the wonder is that 
he can find a congregation that is willing to pay 
him so much for knowing nothing about that 
which he should know most, We do not believe 
Mr. Beecher when he says that some of those 
who pay him for dictating to them what is proper 
and what is not proper for them to do, are Spirit- 
ualista Spiritualists have gotten bravely past 
such o) as that. Woe take it that those whom 
Mr, Beechèrdesignated as Spiritualists, are noth- 
ing more nor less than agnostics, on that subject, 
like himself, ‘There ara some people who have 
not emerged from the “don’t know” standpoint, 
in viewing Bpiritualism, who take no offence at 


may be such persons in his congregation. Indeed, 
we have a right to believe that his congregation 


to assail and misrepresent it, we assure him he 


tion of dishonest hypocritical spirits, who gradu- 


‘effect. their- dishonest purpose, and that ig to 


‘were taught that hypocrisy, lying and deception, 


simply intolerable ; and-hence these atrictures:on- 
the ministerial conduct of Henry Ward Beecher, 


~Interest—Mis8: Smith, a New Medium, in- -` 


-very satisfactory to nearly every one ọn both occa- 


tacked: against the white wall, about seven feet | - 
‘sure there-are.no trap-doors concealed, `. 


| stood in sight of all present, in a fair light, and 
nomena, They have the. consistency to attribute 


| all ages, sizes and appearance, from the child to 


tricks with their imagination and their faith.” a Be ano i 


"The fact ig, that neither their imagination nor 


-talked through the trumpet and Hitie kept np her}; 
a lack of knowledge on the subject of Spiritualism | 


{hornon the floor, Mr. Graff would talk through 


being called Spiritualists, and we suppose there | ¥ 
“forth, as natural as life came out—stepped to one 


ig made up of such people, and hence that incon- 
sistent and stultifying lecture of sermon on Spirit- 

; ; . + | duration, in an audible whisper, which all pres- 
ualism. Mr, Beecher long since learned which | ont could hear. She spoke of the grand work her 
side his clerical bread was buttered, and he is too ‘father is doing,and of the many difficulties thrown 
unsaintlike not to look well after his bread and|in his way. On my making a few remarks 
butter. Leig T Ter she said, we expressing the 

4 ae sympathy I feel for you, she bowed in ackpow-_ 

Mr. Beecher seems to begrudge Spiritual me- | Jedgement that she was pleased and then returned 

diums the small. pittance they obtain for their | to the cabinet for a few moments. She then came 
services; but why should he not? He very well 


out again, reached out her hand to me, shaking 
knows that those’ who pay them get something | MY band with a hearty earnestness, and said to 
worth more than gold for their money, while he 


me: “Tell my father that I am with him at all 

; : times—under all circnmstancés~and am guiding 
gives nothing of any value whatever to those who | and assisting him in his many arduous duties and 
pay him. ` Itis natural that he should be jealous. |, trials, with a host of spirits who are anxious to 
of a class of persons who will yet supercede the eee we tote a 
whole “ministers of God” fraternity, and do higher stale of Spirituality. This aad eA 
away with clerical humbuggery forever. Thereis | was the purport of her message to you, although 
not a humble, unpretentious medium, whether | not the same words exactly, that was the :mean- 
man or woman, who has not been the nieans of | Ing of what she said. I promised to send her 
giving more, teuth to the 'world in ar j otha message to you, with the greatest pleasure. 
future’ life of- humanity than all the “ ministers of 
God” who ever found a lodgement in the confi- 
dence of their ignorant, deluded and fear-struck 
followers, To these priest-contemned mediums 
we would say, be faithful to your Spirit-assigned | 
miasion and your reward will be sure and lasting. 
Look with contempt and pity upon those who 
love their bread and butter-better than they love 
the truth, en 

If Mr. Beecher wants to know who it is, in 
spirit life, who furnishes him and his fellow ene- 
mies of Spiritualism with the material with which. 


by and greeted several others, She then gave s 
fine moral lecture of about six or eight: minutes 


as well as spiritually, 
I remain yours for truth and humanity, 
oo B. SHRaPt. 


m 
Or this number of the paper we-have sent out 
quite a large number of sample copies to liberal: 


quainted with its great merits as a fearless, im- 
partial and thorough exponent. of . advanced 
thought, to give it a critical perusal, We are: , 


truth shal) be seen and known of all men, This 
is our one great aim and purpose. How well we 
succeed we leave for you to judge. Our terms are 
very moderate, and the paper when the large 
amount and high quality of its original reading © 
matter is considered, is the cheapest published. 
‘Tim veteran Spiritualist, John Murray. Spear, 
will sail for England from New York, Saturday, 
June 2d, on the steamer Erin. While. in that 
country his address will be in care of, Wm, Tebb, 
Esq., 7 Albert Road, Regent’s Park, London. Mr. 
‘Spear has been known for halfa ceutury to the 
American public by his philanthropic labors for 
the abolition of capital punishment, forthe: re- 


will find that “ occult-element” in the manifesta- 


ated from the university of Christian hypocrisy 
on the earth plane of -fheir existence, These 
spirita seem to take escia delight in perpetua- 
ting the delusion waich was fastened upon them 
by the teachings of the “ministers of God.” 
There is but one means they -can -use to 


persohate the departed friends of those who 
seek to know the truth of the after life, and this 
where that truth is alone to be found, through the 
testimony of truthful- returning spirits given 
through spiritual mediums, If there are lying. 
deceiving spirits in spirit. life, it is because they: 


in relation to such matters, were especial virtues, 
To blame Spiritualism for this infernal work is 


in his attempt to belittle and injure the only true: 
spiritual teachings that have ever been given to 
mortels. 


services are desired, =Banner of Light, May 26, > 
: - e l 
o a 

~The public are cautioned against a woman. wh 


oS ga 


Mrs. Elsie Crindle-Reynolds’ Seances Increase In 


zo othe Feld ee 
o> Ban Francisco, Cal, May 17, 1883, °- 
Editor-of Mind and Matter : - er 

Having come to San Francisco on. brisiness I at- 
tended two.of Mrs, Reynolds’ seances, which were 


she had received aid: from me, 

I know no such person, and as she is procuring 
money under false pretences I shall be very glad 
if you will state this in your valaable journal, as 
I learn that some of my personal friends have 
recently been duped by her, 

Very respectfully, 


sions, There were two or three, however, who 
were bound not to be satisfied. Mr. Gruff, Paul 
Willigme, Little Eflie and another spirit kept up 
more or less talking, two, three and four “ata 
time, : 

Mrs. Reynolds’ cabinet consists merely of a 
dark curtain, drawn from the chimney projection 
to the window, about five feet wide by two and 
one-half, feet deep, and a piece of dark.-cloth 


M. E, Wiutama, 


`- May 20th, 1883, 


high;-while:the room is nearly twelve feet high, 
She invites the sitters ‘to: examine it before and 


after the ‘acance, to their heart’s content, to be 


Editor. of Mind-and Matter: 50 o e 

-Will you please say in: your- paper that the firat 
| quarterly meeting of the Lake Shore Spiritualist - 
* At the first seance, a Miss Smith had just passed 
behind the curtain, which still vibrated, when: it 


urday and Sunday, June 16 and 17, Ifthe weather: 
opened again, and a spirit form dressed in white 


is favorable, the meeting will bé held in Websters” 
grove, The. town hall has been secured in cage of 
storm,. The speakers engaged for the: occasion - 
are Capt, H.H. Brown, Moses Hull and Mattia: 
. Important. business will come before thé meet: 
ing. Jt is hoped every member of the organiza- 
‘tion will make an effort.to be present, Mediums 
and speakers will be. entertained free. of charge. 


whispered, ‘Good evening,” and bowing to the 
audience, This was kept up during. the even- 
ing, spirits coming out from behind the curtain, of : 
the aged man or woman, Miss Smith.was the 
medium, as Mra, Reynolds. was too indisposed to 

Last night Mrs, Reynolds was the medium, 
She sat in front of the- cabinet, dressed in dark ' 
clothes, until entranced and when she entered it, 
and the curtain fell behind her, it instantly parted 
again, and a spirit form dressed plentifully in. 
white drapery, stood before us, bowed to us and 
whispered “Good evening” to the audience, This 
was. followed by two forms coming out together 
several: times, both’ whispering, while Mr, Gruft 


cordially invited: to this two days’ fenst,. Kings- 
ville is of the Lake Shore and Nickel Plate rail- 
roads, six miles east of Ashtabula, Come one— 
come all, . ce : eo g 
“Per order of the Committee‘; i 
engane W; H, Saxton, President, - 
Marru E, Hurt Rée, Sec, 000 ; 
i : 2: ; 
Testimonials, 


prattle in the cabinet at the same time, Snaxens, N, Y, May 6, 1883, 


A. spirit form came out about five ‘or six feet 
from the ‘curtain (one who frequently comes at 
Mrs, R.'s circles}, and held the tin horn, about 
three feet long, in her hand, As she held it out 
towards some of the sitters Mr. Gruff spoke 
through it, making some comical remarks or 
‘funny noises, at which the spirit. joined the audi- 
ence in hearty laughter at his drollery,, Ags she 
stood in the middle of. the room, resting the tin 


‘The three dollar boxes of your vory. valuable 
lozenges; one addressed to E 
the others to myself, have been received“all: gafo. 


invalid could be advised to try a box, and they 
then would feel the effect. We know it-they:had. 
one they would want. another. Sister Pauline 


it. If she took her hand olf he would not talk. 
The moment she put one finger on it, or even ap- 
proached -the finger to the horn, he talked 
through the top of the horn, and when she lifted 
it from the floor he talked through the bottom. of 
the horn, As I gat but three feet away from the 
horn, and there was a fair light, L-had a good 
chance to observe every motion of the spirit, who 
was as cheerfol and enjoyed the fun as well as 
any one in the room, When she bade us good 
night she shook hands with a number of the au- 
dience, and as she extended her hand to me I 
grasped it and shook it heartily, It felt as warm, 
golid and natural as any human hand that I ever 
tookholdof. All of which moat positively proves 
that Mra, Reynolds is a very fine medium and in- 
strument of the Angel world, and this in spite of 
Bundy and company to make her appear other- 


very valuable medicine, l 
, ALYVIRA CONKLIN, 

. Parkersburg, W. Va., March 1883, 
Dr, J. H. Rhodes—Dear Sir : 

At the earnest request of my wife, I have been 
taking ei remedies for kidney complaint, with 
decided benefit. Enclosed- you will find one dol- 
lar for one large box of the same, 

Yours truly, ` T, T, DAVIDON. 
— e > 2 i 

Tue fifth annual camp meeting of the Michigan 
State Association of Spiritualists and Liberalista 
will be held at Flint, commencing Friday, August 
17th, and closing Monday 27th. I wish to corres- 
pond with two or three mediums of marked pow- 
ere with the view of securing their atiypdance, 

8. B, McCracken, Secretary, 

Detroit, May 12, 1883, 


ise. 
Towards the latter part of the evening, a spirit 


side of the curtain and kissed a lady who sat-near 


With my best wishes for your success financially 


_ 462 West Thirty-fourth Street, = 


Spiritualists not members of the organization are. 


Idress Pauline and ` 


We prize them very much, dnd wish that every 


Joins me in sending you this testimony for your- - 


` 


and inquiring people all over the country, We: * 
invite the attention of all persons who have not: 
seen Minp AND Marrer before, or who are unac- ~ 


in earnest, and determined: that the ndked . 


form of conditions in prisons, ete; and has for’ °°. |. 
thirty-five years devoted himself to the advance- +): 
ment of the spiritualistic dispensation, He is a’. 

fine impressional medium, and ‘during hisstayin 
England will give parlor lectures wherever his. 4- 


is going about soliciting money from the charite: 90 
ably disposed among Spiritualists, showing as au-. 2 =o 
| thority for so doing a letter of recommendation =... 02. 
“purporting-to come from myself, and stating that 


Conference will be held in Kingsville, Ohio, Sate ~ 


Dr. JH. Rhodes—Kind Friend: 7 


Te, 


Sees 


Pee 
E e SN aia 


TTAN agen ee 


_. that only two years will be required to meet the | 


The Park consists of nineteen acres, all beautiful 


-the city is now built up to the boundaries of the 
‘Jand, the street cars will be run ‘to’ within ten 
rods of the entrance gates, and not excediny one 
~ mile.from the farthest. railroad depot of the-city,: 
< Wedo not. know. where a better. place can be 
: found, fora few weeks relief from business cares. 
“and for pleasurable enjoyment, It is intended to 
_ “7 go arrange the meetings,.as to give time. for river 
- excursion parties; steamers can be procured for. 
p the purpose at any-hour of the day. We antici- 


-` nounce the names of some of the speakers and 


zo t- in all the States mentioned, giving the names and 
`. residence of those who desire to be supplied with 
as heavy canvas tents ; these will be provided for all 
“who desire them, if notice. is given in-time to. 
“meeting, Further. particulars will be given here- 
jal ‘notice that appeared in one of the city daily 


ee sion, 


presa, and also to several gentlemen of the city 


- -in duty should we. fail to mention the kindness of 


of. the, Conference, residing. at Clinton,. To, him 
~ their use, and for his untiring energy to secure it,. 


‘istic, and so it it, to the’ 
- and: controlled by the Iowa. Conference of Spirit- 


“Prominent. Materialista will be invited, and. it is 


ete E AR 


‘6.73 


+- [From the piritual Offering, Ottumwa, Towa. 
~ MISSISSIPPI VALLEY CAMP-MEETING, 


<p 


Under the Auspices of the lowa Conference of Spir- i 


-Atuafists, to be Held at Mt. Pleasant Park, 
Clinton, lowa, During the Month 
of August. 

Itis with pleasure that by request of the Exec- 
utive Board of the Conference, we make this an- 
nouncement. Last week a committee, appointed 
for that purpose, whose names appear hereafter, 


.. visited Clinton, Iowa, for the purpose of examin: 
. ing the tract of land proposed as a permanent lo- 


cation, where Spiritualists, and other Liberalists 
of Towa, and of Illinois, Wisconsin, Missouri, Ne- 


~: praska, Kansas, Minnesota, and other States, if 


they so desired, "could meet and enjoy a month's 

relaxation from business cares, devoting a part of |. 
the time to the consideration of subjects relating 
to human welfare, 

Two members,of the Executive Board had pre- 
viously examined the land and reported favor- | 
ably; ‘hence the present committee were prepared 
to find a tract of land and location quite suitable 
for. the’ use designed ; but in every respect it ex- 


ceeded their most sanguine expectations, and af- 
| ter a thorough examination, the committee closed 
. the contract of purchase ; with the understanding 


that the citizens of Clinton, would raise the sum 
of $1,500, to be used immediately in making im- 


provements i in the Park, preparatory to holding a, 


camp-meeting in August.: When the committee’ 


- left a few hours after, several hundred dollars: |: 
-had-been subscribed. One. man, not a Spiritual- 
ist, had written opposite his name $200, we do 
. not doubt the raising of. the amount pledged. 
- - This will not erect all the buildings wanted, and 
- the officers of the Conference will probably. ap- 
. peal to friends of the enterprise in.this and other 


Btates, to send voluntary contributions to aid in 


: the work, 


To inspire confidence in the movement as to 
ermanency, we perhaps ought to say: “A noile 


earted Spiritualist advanced $2,800 cash, the f 


price of the land, giving if need be, ten years for | 

repayment, “The board are sanguine, however, | 

obligation. | 
The location is everything that could be desired: 


woodland ; elevation eighty feet above the Mis 
sissippi river in full view, and from almost every 
point commanding a prospect of the city, in fuct 


‘pate that hundreds, even so far east. as New Eog- 
and, will avail themselves’ of. this opportunity. to. 


> pee the great river, very appropriately, in view of. 
<< vits magnitude called: “Father. of Waters,” and. we | 

a predict, that the: Mt, Pleasant Park .Camp-meet- 
Ang, will’ -become’as popular a ‘place. for reat of |. 
‘body, and for intellectual and spiritual: enjoyment. 
ag is Lake Pleasant, Mass, 
` = every exertion the present year, not only to pro- 
'. vide everything necessary for the comfort of: at- 


The Trustees will use. 


tendants, but a variety of amusements for old and. 
young, Negotiations are in progress for illumina- 


- ting the Park with eight or ten Electric Lights, 


which in the evening will give to these grounds, 


- Bo closely studied with trees, all the beauty of an 


Enchanted Arcadia, 

Spiritualists of the’ West we trust will avail 
themselves of the opportuuity to come together, 
become better acquainted with each other, and 
prepare the way fur more united effort and earn- 
est. co-operation than has ever before been possi- 
‘ble. We shall be ready at-an early date to an- 


mediums engaged to be present. 
-- We hope to receive letters at once. ‘from persons 


send: for them—the cost will probably be from $3. 
to: $8, according ‘to-size, for the: whole time. ot 


after. In another column we give'a brief’ editor- 
papers, the other was s equally favorable:in expres, 
The committee are under. obligations to the 


for marked attention and aid in agcomplishing : 
the object in view, Col..M. Smith, B, B. Hart, 


specially mentioned, and we would be very Temiss 
O, H. Jackson, a member'of the executive. board 


the. Spiritualiata of the State are indebted for call- 
ing attention to this location s0 | well adapted for 


This camp meeting is announced as Spiritual- 
extent that it is owned 


ualists, but on its rostrum every phase of thought 
and every reformatory movement will have free 
expression: if properly represented and presented, 


robable eminent Christian ministers, one Catho- 


ic and one Protestant, will be tendered the use}. 


of the rostrum to present their claims. « Spiritual-. 
ists, confident of. the truthfulness. of their teach- 
ings, solicit the the closest scrutiny, and are per- 
fectly willing to give a candid hearing to others, 
fully realizing with the poet, that, 


“Verily there is nothing go false, that a sparkle of 
. truth is notin it.” z 


That sparkle they seek wherever found, on 
Christian or on heathen ground ; hence the invi- 
tatión to which we refer, We ‘ought perhaps to 
say that we are promised reduced rates of fare 
on all the railroads (probably one-half), and that 
special trains will be run from Rock Island, Da- 
venport, and other points within a hundred 
miles, 

We had just written the last line, when the ed- 
itress entered the sanctum and gave us impromptu 
the following beautiful lines: 

‘ COME TO THE CAMP MEETING, 
~ Come where leafy freés are waving, 
Their emerald branches on high, 
And clouds like forms of bright angela 
Float over the beautify) sky. 


Boston, Mass, Sittings and treatments daily from 


‘Phenomenal Seance, Thursdays and. Sundays.at: 8 
P.M, Private. sittings. daily at- 687. W; ‘Madison 


and slate writing sittings in Boston, ‘Address, 
Boston_post-olfice, ‘His brother, Dr. W. M. Keel- 


‘Brighton, (a pleasant suburd of Rochester), N. Y., 


City Hall, ‘Taunton, Mass,, where she will use her 


$ | i 
Wm. Skinner, B, F, Pool, Wm. Lake, “sho wag | Mrs. Janes A. Buss, will leave Boston June 1st 


Come where the bright birds are , singing 
Their sweet songs of welcome for thee. 

And flowers in shady dells. blooming 
Are waiting and watching for thee,” 


Come and receive the fond greeting — 
That earth friends are waiting to bring, 
Hear through the waving trees ringing 
' The glad. songs the angels will sing. 


Come drink of the wine of the spirit . 
` And lave in the fountain of truth, 

Improve by the wisdom of age, 
And bask in the sunlight.of youth. 


Garner the truths of the spirit 
And reap the rich harvest you've grown, 
Look through the portals of beauty, 
. See, and commune with thine own. Y 
-— —— m : 


EDITORIAL BRIEFS. 


`; Meniuse meeting 433-W, Madison ee Chi- 
cago ; Sundays 3 P. M. 


A, F, ACKERLY, | iaatenaliing medium, is now 
located at 333 W; Madison St., Chicago, Ill., where 
he will give seances, Sunday, Tuesday aad Thurs- 
day evenings, 


\ 


JAMES A. Buss, hashes physician and i 
oping medium, has removed to.168 Harrison Avé., 


10 A. M, to 5 P. M. 


Mr. RoraerseL returns to Buffalo, on the 28th 
inst, and will be ready ‘for engagements for that 
vicinity; “Address A;-W. 5, Rothermel, Filmore 
House, Buffalo, N, Y.. 


We invite’ the atal attention of our readers 
to the'advertisement.of Mr. Alfred Janiés, in an- 
‘other column, and recommed them to try these 
spirit prescribed remedies, 


H. F, BUNGARD, M. D., Kansas City.) Mo., treats 
patients at a distance, by magnetized remedies. 
For full particulars address H. F. Bungardt 16 E. 
7th St. Kansas City, Mo. 


Tue Rexicious Society of Union Spiritualists, 
in Cincinnati, have engaged the services of the 
Rev. M, C. Bowman, late of Atlanta, Ga; for the 
coming year.—Coimmercial Guzette, 


Mrs. S, E, Bromwet, trance and test: medium. 


street, N; E. corner Wood street, Chicago, Th. 


“PIERRE L, ÔA, Kerien, i is now giving seances 


er, is ab. present resting, at. his home on. n the 
Hudson, * bas a 


‘gagements: anywhere—to. lecture, give platform 
tests, or. parlor . lectures. with. tests. . Address 


Frank’. Ripley, : Room 2, Ethane: Block, In- | 


dianapolis, Ind. 


Jay Ciaapen has hovad from Rochester to 


where he has permanently located for the sum- 
mer, and where he wishes all communications to 
be addressed hereafter, — ` 


_ Minn ann Marrer js kept constantly-on hand 
at Rush’s news stands, Eighth. and Race and 
Franklin and. Vine streets, as well as at the post 


‘office news stand and the Central News Co,’ 8 cor | 


ner of 5th, and Library streets, 


Wr will continue our ‘offer to said the ‘paper rig 
clubs of ten for one month: for one dollar, and we 


hopeall. those who are interested in promulgating | 


the truth: will avail themselves of this offer: and 
send i in their clubs.. 


Mrs. Enix M, Borum. has aoe rooms at 


clairvoyant and magnetic powers in healing. the 
sick, and will also give private sittings to those 
anxious to hear from their spirit friends, 


for Onset Bay Camp Meeting, where she will. 
hold her Materializing Seances during the season. 


ton, Mass, (a- newly developed . ‘thatertalizing 
medium ) will accompany her, -| 


ict 


<W, L Tacx, M. D, clairvoyant and. maga 
physician, informs us that he.can be-found at his 
residence, corner of Merrimack. and Main Streets, 
Bradford, Mass., opposite Haverhill Bridge Dë- 
pot. -Post oflice address- -always Haverhill; 
Mass. ‘No notice taken, of postal cards, 
munications must be accompanied _by two dct: 
stamps to insure reply. Notice will be given 
where office i is located i in Boston. ` 


calls to lecture in towns and villages along the 
line of the Hudson River and New York Central 
railroads, Subject: The Moral Power of Spirit- 
ualiam. Subscriptions taken for Minp‘anp Mar- 
rer and copies of the paper sold. Address Mra, 
O. F. Shepard, Yonkers, N. Y. Box 65. 


Mr, F, O. Marruews holds circles every evening 
except Wednesday and Saturday evenings at 
his residence 1223 South Sixth St., Philadelphia. 

‘+ Admission 15 cents, Private. sittings daily from 
9 A. M. -to 6P.M.+ Terms $1.00. Mr. Matthews 
also keeps Minp and Marree on sale at his house, 
and will also take subscriptions for the same. 


For 8auz.—A cottage at Lake Pleasant—most 
elligible site on the ground—substantially built— 


| will describe their ‘spiritual. condition, - ‘telling 


It is expected that Mrs, C. E; Whitney, of Brock- 


_ All coms. 


Mus, 0. F. SHEPARD; of Philadelphia; will answer, 


MIND AND MATTER. 


excellent rooms—with diek of rostrum and music | 
stand, To be sold at once, No one need apply 


| except those meaning business, Enclose two 3- 


cent stamps for reply, and address for one month, 
W. L, Jack, M. D,, Box 1241 Haverhill, Mass, 


Wz have on hand a supply of tht “Faraday Pain- 
phiets,” which should be read by everybody. Nos, 
1,2,and 3, ten cents each. No, 4, fifteen cents, 
We also have on hand a large lot of “Rules and 
Advice,” by J. H, Young, including hymns and 
songs designed for circles—price, fifteen cents. 
We will supply circles with “Rules and Advice,” 
songs included, for $1.50 per dozen, post pees on 
receipt of the money. 


Tae Northern Wisconsin Spiritualist Confer- 
ence will hold a three days’ meeting in Spiritual 
Hall, Omro, Wis., June 15th, 16th and 17th, 1883. 


‘The speakers siaaped for the meeting are Mre. 


M. C. Knight, of Buffalo, N. Y., and Dr. G. H. 
Geer, of Chicago. Mrs. Sarah Shedd Noyes, of |- 
St. Johnsbury, Vt., will furnish the vocal music. 


A cordial invite to. participate. Usual courtesies | 


by the Umro friends, Prof. Win, M. Lockwood, 
President ; Dr. J. C. Phillips, Sec'yr ` 


Dr, Wu, B, FAHNESTOCK, Walhalla: S. C., has on 
hand about 20Q copies of his small work upon 


 Statuvolence and Its Uses,” and: makes the fol- 


lowing generous offer. Any person sending him 


one years subscription to Mind and Marra, and 


one 3 ct, stamp, he will send them the book post- 


| paid, and-Mixp AND Marrer for one year, Ad- 


dress, Wm. Baker Fabnestock, Walhalla, 8 C. 


> We ask our friends every where to send. us the 


names and address of any persons whom they. 


| think would take an interest in our publication, 


and we will send them sample copies at once. The 
spirit communications that are appearing in these 
columns from week to week, are worth more than 
money to those who duly understand the value of 


spirit teaching concerning the varied experiences 


of the spirit life. 


SPIRITUAL Tempe Assocration.—“In things 
essential, unity; in things doubtful, liberty ; 
in all things, charity.” Baker Hall, N. W. Cor. 
Broad street and Columbia Avenue, Mr. Walter 


Howell; ‘inspirational, trance: ‘speaker, late. from 


Manchester, England, wil, until farther ` notice, 
lectureevery Sunday, at’l0. 30 A. M. and:7.45 P, M. 
For further particulars, see Public Ledger.. The | 
public cordially invited. ' 


ant, test, trance and'healing medium, has: taken 


epee Fons at 454 North 5th St, Philadelphia, Pa, | 
lta: treat... Give |” 

T Rip iti th th ad for oni where he will receive ‘patients to: 3 
-Fusk Tuner writes (hate ig rea y or on Clairvoyant, test. sittings: and hold: devéloping cits l 
| cles, - ‘Patients visited at their residences. if requir- |. 
ed. “Also treated by mail. 


l patiente visiting from ott of the city. One of his: 


Accommodations for 


-| principal phases is the treatment, for obsession, 
his guide (Dr. J. Bonney) having had remarkable 
success, through him, in the treatment of such 
cases, We advise all who are afflicted in such a 
manner, to call on or consult with him, Testi- 
mortals can be furnished of the many remarkable 
cures which have been effected through his or- 
ganism. Office hours 10 A, M. to 8 P. M. 


a 


A New. Proposition to. Subscribers for “Mind and | 


~ Matter.” 


“AL persons subscribing for. MIND AND} ‘Marre 
for six months or more will be entitled to one’ of 
the following propositions, viz. : ‘Iwillinform them: 
whether they are obsessed. or not, in. most CRCS, 


who by, giving name and description ofthe spirit | 
or spirits, whether they are embodied or disembod- |. 


ied, and the cure and prevention of the same; or, 
‘them what phase of mediumship they possess, if 
any, and the best manner to pursue for. develop- 
ment ; or will forward one “Magnetic Treatment” 


| for the speedy: relief and cure of disease ; or, will 
give you a brief. delineation of character ; Or, an=: | 


swer three questions pertaining: to business, Any 


| person accepting either proposition is required to 


forward alock of hair, age, sex, own handwriting,- 
and a note from MIND AND Marra, entitling them 
to the same, and three: three-cent stamps, 

Dr. J, Bonney, Controlling Spirit, - 
Address all letters to Dr. B.F. Brown, 713 Sane 
80m Street, Philadelphia, (MIND AND MATTER.) 


StillScreams:! 


~- The Saratoga Eagle, a popular and fearlessly 
progressive watering- lace weekly; unique, di- 
dactic, intensely.: original, salient and sparkling, 
brilliancy and brevity combined, worth ten:times 
zits- ‘cost “to ‘anybody anywhere who reads and 
thinks, and has brains to profit by information 
and instruction, It ig enlivened. with splendid 
stories, edifying’ and enjoyable contributions on 
the issues and problems of the century, earnest 
„and outspoken editorials , pungent: poetry, spright- 
ly and- brilliant. fashion. gossip, banquet. or fun, 
mysterious disclosures, philosophical « ‘comment. 
„And local. laconiċs, and the novel and immensely 
popular feature ` known ‘by the taking title of 
screaming! Best advertising medium in Saratoga; 
rates, one cent a word, half rates each subsequent 
insertion. Send one ‘dollar and get the Hugle:a 
year, 25 cents for three months, or 3-cent stamp 
for specimen copy, Address, 

Jons Jonxsos & Co., 
Saratoga Springs,- N. Y. 

The Sia Eagle has more-life to the square 
inch than any other paper in the country.— Union- 
ville New Century, Enclosed find a nest egg for 
your Eagle, $1. Your support of free and general 
education is most praiseworthy—Ned Buntline. 
The Eagle is a fearless bird, and a proud repre- 
sentative of American soil and principles.—Clays- 
ville Sentinel, John Johnson, formerly city editor 
of the Times, just lets the Eagle scream. He says 
the enterprise is a financial success as everybody 
knows itis a completetriumph in other respects. 
Our quondam attache is a Seiliau paragraphist. 

— Troy Times. 


l 


Der: B. F. Brown, of. Ton Maine, lairvoy- i 


Call for a Convention. 

The Spiritualists will hold a three days conven- 
tion at the Union Church in Danby, Vt., under- 
the auspices of the Vermoht State Spiritualist As- 
sociation, Friday, Saturday and Sunday, June 15, 
16, and 17th, 1883, . 

We are to havea grand rally and a real spiritual 
feast preparatory to the camp-meeting season, 

All the State speakers and mediums are cor- 
dially invited to.attend, Mrs, S, A. Jesmer, of 
Amsden, and Mrs, Gertrude B. Howard, of East: 
Wallingford, test mediums, will be present, and 
other test mediums are expected. 

Among the eloquent speakers that we always 
listen to with pleasure and profit, Mr. Albert E, 
Stanley, of Leicester; Rev. Geo. Severance, of 
Tunbridge; Mr. Pearley S. Fogg, of Chelsea; Mrs, 
A, Wiley, of Rockingham; Mré. Fannie ‘Davis 
Smith, of Brandon; Mrs. Emma L. Paul, of Stowe; 
Mrs. Lizzie 8, Manchester, of W, Randolph ; Mrs. 
M. A, C. Heath, of Bethel, and Mrs, Abbie W. 
Crossett, of Duxbury, will, be present and others 
are expected. 


Board at Bond's Hotel, $1.00 per day, and the 


usual courtesy of railroads extended, `. 
Cuarces-THompson, Secretary. 
St, Albans, Vermont. 


e 
Notice. 
An astounding narrative left by the late Alex- 


ander Smythe, author of “Jesus of Nazareth,” 
is now in the hands of a reviser and editor, for 


l 


the press, to be produced in book form at an. - 


early day, entitled, “Travels and scenes in Foreign ign 
@- 


-‘Land,” through mediumistic control :. whose 


scriptive powers of scenes, has no parallel in the 
annals of published history, The book. will com- 
prise about: four hundred pages, executed in the. . 
most, modern art, on fine tinted paper. The price. 


‘of the book not definitely determined. but will 
-| not exceed $2.00, The editor and compiler is de- 


sirous to obtain as many-orders for the book be- 
fore publifhing, as no hired canvassers: will 
pa employed to enhance the cost; To whom thig. 
oticefiay come, by addressing the undersigned, 
giving their name and address plainly written, 
can have mailed to them anywhere in the United 

com pleted. Yours truly, 

Joun M. WASSEN, 

Richmond, Indiana.. 


‘Testimonials. 

We, the undersigned, do hereby affirm that'we 
have used Doctor J. H. Rhodes’ Vegetable Sugar- . 
Coated Lozenges, and are satisfied that they are 
the best anti-billious remedy we have ever used,- 


‘are a good ‘Tonic to tone up the systems, | 
Mrs, Sarah B. Mode, Modena, Pa. 
.“ Maria Bayley, Yardleyville, Pa. 
< “Kate Bayley, Ocean City, N.J, : 
“Joseph Willard, 1620 South Bt, Philada, 
“ Cordelia Myers, 1702 Brown St, Philada,. 
“TL, J.-Walters, 732 Parrish St., Philada, 


Ann Heasley, 937 Buttonwood, Philada,. 


We might procure hundreds of names, as: Swe” 
have, made and:nsed in our practice, with those’ 


‘sold through the paper, 22,500 het ie during 


the last eighteén. months, and the first issatisfac- 
tion is yet- to be heard from those using them. ‘ 

When ordering, please name this paper. For 
sale, wholesale and retail by the proprietor, Dr. J. 
H. Rhodes, careof Minp AND Marrer office, 713 
Sansom Street, Philadelphia, Pa, See advertise- 
ment in another column, 


` Special Notices. 


` BUNDAY Frer Meerines at 213: West Madison 


‘Street, Chicago, Ilinois, An: the; aftertioon, 2 D e 
{8 o'clock, Le arc toe ee 


(JUNE 2 M8969” 


‘States, at the subscription price, when the book i igs 


as they reach all the various ailments: for which. tii 
‘he recommends them, and. many. others, : 
‘Laxative and an ‘Alterative they are perfect, ‘They > 


Asa he 


"Mr ‘Sam’l Bayley, 2721- Cambridge 8t., Phila.. - ie ae m 
| Mig.. Willard, 1620-South St., Philada, | =.>- 
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Mary Ellen Van Kirk, 1702 Brown St. ; ge ge 


ELLEN M. Dont Eagle Paik, Providens, R. E So O ee 


-will answer calls to Teeture, wherever. her! services. 
are desired. 


born street, 


Mrs, Lizzie 8; Green, clairvoyant, trance and” 


MiND an MATTER can be avtalat in e Eo 
at the-book store of Pierce & & Bryder, 122 Dear- 


materializing medium, 309 rece ‘Btreet, 


Cincinnati, Ohio. 


Dr. J. H. Ruopus, clairvoyant Phiysictan, haa 


removed from 505} North 8th street to 729 Noble: 
street, Philadelphia, Pa, 


-We do not keep any books o on hand for sale, but S 


we will order them at publisher's lowest prices 


‘for any parties desiring us to do ŝo. 


- Frep, H. ‘Pierot, plsychometrie, danori., 


turer, Box 201 Berlin, Wis. sittings $1. 00. 

Dr, Anner Rust magnetichealer, ispormanontiy © 
located in Santa Barbara, California, The powers . 
of the Doctor, in that direction, are well } nown 
in Philadel phia and vicinity, i 


Mimp AND Marra can be obtained. in Chicago, . 


TIL, during the week at the office of. the. Tehni i 
993 W. Polk street, 


The Spiritualists mi Mediums Moling, ta i 


erly at 13 ‘Halatead St.,) now meets at Shrum’s 
“Hall, cor, of Washington and. Green Sta., Chicago; 
Speaking, Reading and tests by Ar. Shea, MIB 
Mansfield and others, i 


-| seer, test and business medium ; also:trance lec- ` 


-MAGNETIC AND. MEDICAL RT _Dr. J, 


Dooley has moved his office from 16 E. 7th at., to. 
1326 and 1328 Central st., Kansas City, Mo. Send 
for circulars for particulars, etc, to the above 
address. 


Mrs. Dr. Mary J. Jenninas, trance, test,” busi- 
‘ness and healing medium, has removed to New- 
field, .N. J., where she will give sittings and heal 
the sick, and examine and prəscribe for digease 
by lock of hair, in qennecion with Dr. Jennings. 
Fee $1.00. 


„Dr. G. Amos Peirce, 171 Pine street, Lewiston, . 
Maine, keeps MIND AND MATTER Banner of’ Ligh; 
and-other Spiritual papers on hand, Specimen 
copies free ; call and get one, See seventh page 


for his post office address and advertisement, 
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a Qi may be ordered through MiND J AND MATTER, 


` ©. Warren, who was in’ cart 
eotentific chemist. After bein prepared they. are magne- 


‘MIND AND MATTER. 


cy 


ADVERTISEMENTS, 


(T STIN UME 


GREATEST MEDICAL DISCOVERY OF THE Ae, |, 


Ahrongh J. H. Rhodes, M. D., Clairvoyant aud 
Magnetic Medium. 


WHAT ARE THEY? 


` ure Medica Confectionary, No bad taste, nausea or pain 
. Everybody loves it. Suited to old or young 


The only perfect Liver Renovator and Blood Puritier 
which cleanses the entire system from all Biliousness and 
Blood Poisons, and cures Headache, Side ache, Stomach- 
ache, Pains in the Limbs, Lameness and Numbness; cures 
Dyspepsia, Constipation, Consumption, Nervousness, Kid- 
ney and all Urinary ailments, ete., cures Coughs, Colds, 
Rheumatism and all other ailments arising from impure 
Blood,- und Biliourness. . ` They give a good appetite and 
aid Digestion, j 


'Price— l Large Boxe, post-paid, by mail 


at u “s 


ARA Boxes, ie 
ALSO IMPROVED COMBINATION. 
MEDICATED AND MAGNETIZED PAPERS, 


"This mode of administering the needed aid to assist Nature 


- do throw off the diseased condition found in the human sy8- 


tem hasbeen fully tested and proved thousands of times, 
‘In this improved combination two papers are used, White 
and Yellow, the White are always to.be placed over the’ 


`: atomach, and the Yellow on the part afflicted, generally 
i goo exactly opposite the White ‘one, forming’ 4. perfect 


tery. 
Price, per patra 2 cents ; 
“7 6 paira.. wines LOO : 


“These. remedies are dopoünded by direction of, and 
ma netized by a powerful. band of medical and magnetic 
spirits, The band: is numerous, and agrees to accompany 


“4 e remedies and assist: the patients by their powerful in- 


uence, 
` Furnished wholesale and retail by Dr. J. H, RHODES, - 


| DRI ABBIE E. CUTTER’S 


lect: Medicated Amulets ! 


~The directions for compounding the roots and herbs of 
which these Amulets are com poset were given by Dr. John 
) life a skillful physician and 


tized by spirit chemists, then charged with electricity, and 
eent-on thelr life and health giving mission, preventing the 
rms of Diphtheria, Small-pox, Croup. Scarlet Fever, 


> Satarth, and all contagious disenses rrom developing in the 


s , Wödy and soul, 


So ae 598 First Street, Louisville, Kentucky. : 


ae #or the: cure of all classes. of disease, For information ad 
adresa with three ot stamps 


eystem, Some member of the spirit band at Wicket's Island 
Home, will go with each Amulet sent out, and every person 
yho orders one becomes n member and co-worker with the 
Gand who have this I-land work in charge. They are great 
aids for developing spiritual gifts, 

Price by aall 50cents. Diagnosis or Communication with 
Amulet $1.06 in stamps, or registered letter, as this is nota 
auoney order office, 


“Address, DR. ABBIE E. CUTTER, East Wareham, Mass. 


“Vitapathic Elealing Institute, 


WM EM. DY 
: MRS, WM. "ROSE; V, D 
598 First St., Louisville, Kentucky, 


ARICA HEALTH. COLLEGE | 


“=—AND— 


- Vitgpathie Medical Institute; 


: Incorporated by the Slate of Ohio.’ 


ere ‘Mor teaching. and qualifying: the ‘highest grade : of- Honth: 


Doctors and Ministers of Life; f fòr: the cure of all diseases of, 
Also oo 


oe ° VITAPATHIC. SANITARIUM, 
e. In a Beautiful Location in FAIRMOUNT, - 


. For Treating 
and for cur ng avory variety of P 
venses, and all Chronic, Nervous and Female complaints. 
. Here in this Health Institution, is employed, with greatest 
force and highest akill, all the vast Vitalizing Powers of 
Nature, through Vilatized Medicines, Food, Water, Afr, 
‘Heat, Light, Electricity, Magnetism, and highest, ever- 
fiving Vital Spirit, g 
PROF. J. B. CAMPBELL, M. D, V. D 
_ Founder, President “and Physfcian-{n-Obtef, 
M i airmount, Cincinnati, Ohio. 
EXPENSES. —In the Sanitarium for Room 
Wight, (and. Nursing when needed), with fall daily Vita- 
pathic Treatment, range from $15 to $25 a week, according: 


“do cages, The charges here are very low, because the cures 


: s : PA Fine Steel. Plate Engraving, by Sartain, on the title -pago 
| of every co ; 
“oo We'll AIL. 


15-28, 


te THE ‘SIOUX CHIEFS REMEDY, 


a For Consumption, Asthma. Nervousness, and all other dis- 


„are made so quickly, and, furthermore, because disoases are 


f tured hara i here that cannot be cured in any part of the world. 


- SPIRIT PICTURE. 


yof 0,-P. LONGLEY'S soul: stirring Song, 


Moating in.the air, is given by Emma Hardinge Britten, and 


` «a certificate from Annie Lord Chamberlain, proving the! gen- 
` uineness of the picture as taken by the spirit-artist, Mumler, 


iaccom panies the Song. -This is the first and only mezzotint: 
srinted and sold on Sheet Music. Sang, withthe engraving. 


- 3350,3 without the engraving, 25c. Address 0, P, LONGLEY, 
"18 Albion- treet, Boston, J> 


Maas 


` SPECIAL NO TIOS, 


HILL SIDE HOME. 


7 CARVERSVILUE, PA. 
A a and healthy resort for Liberat:minded and truth. 


i “Moving persons desiring Board, Where opportunities will 


tbe’ offered for a ‘thorough ` investigation of all subjects of 

importance. For terms or information ‘apply to 

we. R. EVANS, Proprietor, | 
Catveravillo, ‘Bucks Co., Pa. 


-cares resulting from impoverished blood or wasting of -the 
yital forces, A purely. vegetable compound—will positively’ 


scure the above. digeases, and in ALL cnsës, where directions 


:are followed, -builds up the shattered constitution, and af- 


-fords relief to the alek and suffering. Bent by mail ( (ary) 
n 


oe 4 


“a8ymptom, and your disease will be d 


with full’ directions, -Price $1.00 per package, Put up 
‘Jargé bottles at one follar per bottle, Ter sale wholesale 
rand rea by $. WHEELE 
1710 Franela St, Palladii t 


ASTONISHING OFFER, 


iM END two 3- cent stamps, lock of har, nge, sex, one leading 
lugnosed free by inde. 


DR.A. B. DOBSON, 
Maquoketa, ‘Towa, 


pen ent slate- writing. Address, 


Doe e me KE 


MRS. DR. WATERHOUSE. 


‘MEDIOAL ELECTRICIAN, No, 525 South Eleventh Street, 

= cures all scrofulotis disenses; also cancers, without any sur- 

pleal operation ; also treata with electric galvanic baths, 
m fom 10 toio "clock, with great success, 


J. ©. BATDORF, M. D. 


‘Clairvoyant and Magnetic Healer. cae Medicines 
and Paper enough to last one month sent for $2.00. No. 95 
Main St., Bradford, Pa. 

AT Bend for Circulars, 


EVERY PERSON A MEDIUM. = 


Full and simple rules for self- -development, A sure and 
-eertain guide to those who desire to come in rapport with 
“8 irit influence, and receive positive evidence of a future- 

Life through thelr own mediumship, 

Sent by mal] on the receipt of one dollar. 

In every of failure, where the instructions have been 
sey re with, the money will be returned, 

J, NELSON HOLMES, 
‘Box 678 Vineland, N. ‘J 


... Soul: 
- We'll Know Our Own, 
‘| ful Home Over.There. The City Just Over the Hill. 


. | delineation of character; 
 giated subject, or matter of business, social; matrimonial, òr- 


, Boarding and Nursing all classes of. Invalida, | < 
fiysleal. and Mental Dig- 


Boatd, Fire, ` 


: eet Again iirthe Morning-Land,” An explana» 
=: natton of the pleture, showing ‘a veritable apirit-hand play- 
-oo dng the guitar, while other musical -instruments are seen | 


` agnosis nnd Presription, $5.00, 
ilwaukeo, 


| diseased, For fuh- radios £2; 


ADPERTIGEMEN Ts, 


JOHN C. BELTON, =. 
FURNISHING UNDERTAKER, 


No, 1764. FRANKFORD AVENUE, 
PHILADELPHIA. 


“ELECTRO. -MEDICATED PADS, 


For Heart, Liver and Kidney Disense—niso Developing 
Pads.—constrieted under directions of spirit Dr. John 
Ab:rnethy, Price from 50. cents to‘$3.00, Also. JAMES’ 
Great Pile Remedy, 25. cents per: box State symptoms, 
Eneldse: stamps and address, : A. JAMES, 

TM 8. Tth St., Philädelphià, Pa: 


NEW INSPIRATIONAL SONGS, 


_ BY- C. PAYSON LONGLEY, > 
Author of “Over the River,” and other Popular Melodies, 


The following are entirely:new: Beautiful Home of. the. 
Come in thy Beauty., Angel öf. Light. In Heaven 
Love's Golden Chain. Our Beauti- 
The 
Golden Gates are Left Ajar, Two Little Shoes and a Ringlet 
of Hair; 1am Going to ny Home, We'll All Meet Aggin 
in the Morning-Land. 

OTHERS IN PRress.—The following by the same author, and 
sung by J. Frank Baxter, Sullivan and. olhers, are also on 
sale: Gathering Flowers in Heaven. We're Coming Sister 
Mary. Who Sings my Child to Sleep? Oh! Come, for my 
Poor Heart is Breaking. Once it was Only: Soft Blue Eyes, 
Our Beautiful Home Above. 

Single song 25 cents, or five-for one doilar, 

Address C. P. LONGLEY, 78 Albion St., Boston. 


O ITO MEDIUHS. 


SPIRITOPATHY. 


i wokka WITH THE ANGELS FOR THE G00D OF 


Cue 


A aorale Oppntaty Prr Wen 


Wonderful Gates are Woah Truthful Mes- 
sages, and Reliable Information and Ad:- 
vice Given by Spirits, Through 


DR. G. A. PEIRCE, Spiritopathist, or Clairvoyant, 
Test, Healing, Writing, Business, Lecturing and Tranée Me- 
dium, Clairaudient, Psychometrist, ete. 

PRICES FOR A PRIAL, only 35 cents; $1.10; 82.10, or 
more, as requiring his services, and soun, ‘after received by 
him, he will mail to writers order and post office address, by 
letter, either a communication from a spirit friend, person or 
relative, from sintementsin the order, of such spirits name in 
full at Lime of decease, sex, age and relation to the applicant; 
(other tests given fòr identification); or a diagnosis of the 


disease; or a prescription of needed remedies; or a powerful | 


curative trial healing treatment, by magnetizad eard,-letter; 
or other vehicle, repared for the case by the eminent-and 
successful spirit p rysicinns and healers, Drs. J. Abernethy, 
G. W, Hurlburt, B. Rush, W. Seavie and others, through 
this medium (for. many years his guides and helpers); or a 
‘or information andadvice-about. a- 


other affair; or a treatment to. develop. mediumship; or to: 


‘| gauge. dislike fof tobacco, opium or intoxicants; or to re- 


moye-and cure obsession: or possession, causing: fits, Angani- 


‘ty and other irregularities, 


RE FQUIREMEN'ES: as above, and in: all cases senda 
lock .of the: patient's (or: applicant's) hair,-or recent, hand- 
writing, ‘real name, sox;-age, and (for disease) discription ot 
disorder, excopt for w wriiten test dingnosis,- or examination 
for digense, then omit disorders and send-$1,10 for that. - 


ddress, - 
"DR. G, ‘AMOS PEIRCE, 
P. 0. Box 1135, Lewiston, Maine, 


Me oS ’ 


| WOULD ae KNOW YOURSELF ** 


- CONSULT WITH. 5 
B, SEVE R'ANCE, 
“THE WELL-KNOWN: ` 


~ PSYCHOMETRIST AND - CLAIRVOYANT, - 


Come in person, or send by letter a lock of your hair, or 
hand-wriling, o or a photograph ; he will give you a correct 
delineation of character, giving instructions for self-improve- 
ment, by telling what faculties to cultivate and what to re- 
atrain, giving your present: physical, menta! and spiritual 
condition, giving past and future e nta, telling what kind 
ofa medium you can develop into, {f any. hat business 
or profession you are be: calculated for, to be successful in 
dife. Advice and counsél in business matters, also, advice in 
reference to. marringe; the adaptation of one to the other, 
and whether. you are in a proper condition for marriage; |E 
hints and advice to those that are in unhappy married rela- 
tions, how to:make their path of life. smoother, . Further, 


| will give an examination of. diseases, and correct diagosia, Peat oS 
‘| witha written i prescription and instructions for home treat |< o =e 
he prtients follow, will improve their health: ae 


ment, which, i 
‘and eondition every time, if it does hot effect a ure, © 3 


_DELINEATIONS.. 


Fi 


HE AL&0: TREATS DISRASES MAQNETICALLY ‘AND ‘onmitkwise 


Terms :—Brief Delineation; $1.00, . Full and Complete. De- 
Mncation, $2.00; -Diagnosis of Disease, $1,00. - Dingiiosia and- 
Prescription, $3.00, - Full and.Complete Delineation with Di- 

We A, B: Tn 


1 Qrand Avenue 


MRS, C. L. BRYANT, 


Olairvgyant and: Test-and ‘Trance Medium. -Publie circles 
Wednesday and Saturday evenings, Private. sitina. dully, | 


. 45 Weat ‘Madison St, Chicago, M. 


RALHIE L. MECRACKE N, Payeligmiatrlet and Sym- 


hol Clairvoyant Readings of character and life-line symbol | 
$1.00, Business questions answered tan cents apiece, - Life-. S 


line landscape i dees in oil colors $1.00 for: reading which 
willbe deducted ifa painting ia ordèred, prico according to’ 
size and: subject, Re a red for all’ the above, lock of 
hair, age, sex, married or single, in. applicanta: own ‘writing. 
Also the following general. symbols, painted to order.on | 


‘academy board, 10x12 inches, for $5.00 apiece. Two mate | - 


poren oe pirit" Communton” and the “Triumph of Spirit 


ettirn.” “Celestial Harmonies,” The “Spiritual Progress: |: — 


of the Ages” the latter holds too much to paint on so small à- 


:} apace, but will be painted at reasonable terma on canvass of 


different size mid: prico, a 704 West Madan Street, 
Chicago, M, : ae 
os 


“PSYCHOMETRIC READER AND SPIRITUAL SEER 


MRS, ANNA KIMBALL; gives searching, prophetia ‘ohare. 
acter readings, diagnosis of spiritual an d phates conditions, | 


and counsel upon all’ subjecta,. Senda Magnetized Amulets 
of spirit power. to aid-seneitives in unfoldment, and heal the 
Short oral or written, $1; 


-Diagnosis of spiritual gifta Magnetized Amulets, 81, All 


communioations addressed to. ua, 15 Mitesauby at, Brook: - 
| lyn, N. Y. care Charlea R, Miller,- 


T. V. MANSFIELD, 


TET. MEDION, answers pealed letters : at 100 West sail 
Street, southwest corner Sixth avenue, NEw York. Terma, | 
$3.00" and four 3-cent atamps. Register: your letters, 


DR. B. F. BROWN, 
: LATE OF LEWISTON, MAINE, 


wishes to announce to his any atienta and friends, that 
his spirit control, DR, J. BONNEY, has prepared through 
his medium a Pad, to be warn about the neok of the person: 
it is to assist in development, and to prevent SPIRIT OB- 
SESSION, which causes so much suffering to mortals, Dr. 
Bonney climat ‘that he is well known ín the Spirit World as 
the Obseasing Spirit Remover, and. people wearing the Pad, 
become members of his spirit class and. are protected, 
The price of the Pad is One Dollar. Any person getting up 
a club of five and forwarding me five dollars, fi Bend 
them six Pads, and one year's subscription to MIND AND 
MATTER: Address MIND AND MATTER, 713 Sansom Street, 
Philadelphia, Pa, 


MRS, L, T, EVANS, 


SPIRIT PHOTOGRAPHER, 


Terms :—$1,00 and $2.00 and three Sct. slam mupa, Address, 
Mra, L. T. Evans, 1224 W, Walnut St., Loulaville, Ry, 


s 


=f of hair, and thousands have bed 


will give examinauons made b 


HEALING MEDIOMB, 


0, H. PHILLIPS, M, DR 
And MAGNETIC HEALER 


128 North Main St., (Room 9,) Providence, R. I., 


Dr. Phillips is performing remarkable cures of Berofula. 
Catarrh, Malaria, Piles; Lung, Liver and Female Disenseaf 
Any person sending full description of ease and condition o 
bowels, accompanied with $2.00 nnd six 3et, stamps, will re- 
ceive magnetized paper and medicine for two weeks by 


mail, e23 
F Ea VEAN PA i 


MARY A. CHARTER, 


Magnetic and Electric Healèr, Developing, Business and 
Test Medium, New England House, Blackstone St., Bonton, 


MRS. ADELINE M. ‘@LADING. | 
CLAIRVOYANT AND TRANCE MEDIUM. 


Diseases diagnosed by lock of hair, Advice and Tests 
given also, when letters arein the handwriting of the ap- 
plicant. Fee $1.00-nnd three 3-cent stamps, May also be 
consulted daily at 17 10 Francis Street, Philadelphia, Pa. 


F, voGL, M, D. < MRS, A, ALLEN, M. D, 


“DRS. VOGL & ALLEN 


Chronic diseases and Throat and Lung affections, specialties; 
Send lock of patients’ hair, age, sox and one dollar for 
Medical Diagnosis, Remedies or one month by mail, four 


dollars. Address 
. DRS, VÒGL & ALLEN, 
aug?7-82 Junction City, Davis Co., Kansas, 


MRS. M. E. WILLIAMS, 
Materializing Searices. 


Materlalizing Seances. ‘Monday, Wednesday and Friday 
evenings. No. 462 Woat 34 St., NE City. 
- Admission $1.00. - 


MRS, M. K. BOOZER, l 


-Medium for ‘Medical Diagnosis and Paychometry, 415 Lyon 
street, Grand Rapids, Michigan, Mrs. Boozer cures all forms 
of Chronic diseases. «Diagnosis made by lock- éf- hair or 
| peton al hand-writing.: Diagnosis, Sitting or es apa 
zation, 


2 


“MRS. LIZZIE “LENZBERG. 


Magnetlo treatment, Test and Business Medium, a West 
16th St.,1 near Broadway, N. Y. City: R firat bell. 


MRS, A, M. GEORGE. 


Buistness Clairvoyant and Tost Medium, Rooms Nos, l4 and - 
15 Shively’s Block, 114 Massachusetts Ave., Indianapolis, Ind, 


DR. H. P, FAIRFIELD. 


‘The Clairvoyant Magnetic Medicinal Phyalcian and Tranos l 


Speaking. Medium, has. permanently located in Worcester, 
Mass,, where he will continue his profession—healing the 
sick and answering calls to lecture. Addresi, Dr, H. P, 
FAIRFIELD, Box 275, Worcester, Mass, 


MRS. C. . M. MORRISON, M. D 


This celebrated medium is used by the: invisible for the 
benefit of humanity, Thoy, through her, treat all diseases, 
and cure where the vital organs necessary to continue life 
are not destroyed, Mrs. Morrison {s aù unconscious trance 
medium, clairvoyant and clairaudient, From: the beginning, 
hers is marked ns the most remarkuble carcer of success, 
such as has seldom, if ever, fallen to the lot of any person, 


Mrs, Morrison becoming entranced, the-lock ‘of. hair is gub- - 


“mitted to her control, ~The dingnosis is-given- through her - 


“ps by her Medical Control, and ‘taken down’ by. her Soére- {- 


tary. The original manuseript is sent to the correspondent. . 
-When remedies are ordered, the case is submitted to her 
Medical Band; who preseribe. remedies sulted to the cage, 
Her Baúd. use vegetable remedies -priticipally. (whieh they 
. magnetize), combined with sclentitle applient ons: of. the | 
magnetic. healing power.: “Thousands, ickiiowledge. Mrs. 
: Morrison's unparalleled success in- giving dingnosis bylock ` 

cured. with asain 
remedies prescribed by her Medical: Band, Diagnosis : 
Tetter: Enclose lock of pationt’s hiir and $1.00: give the 
name, age and sox.. Remedies: sont by mail to all parta of. 
| the United States. and Canadas, “Address Mes. 0. » Mor-. 
Rison, Mi Du P, ʻO, Box 2519 Boston, Mags,- a 


eae Se E E 


DR. W.. A; TOWNE, TOES 


z : MAGNETIC ` PHYSICIAN AND: CLAIRVOVAN, 
: “SPRINGTILD, MASB, -~ 


lock: of hair a 
a diagnosis given, All should try the Magnetic 
Bilious Powders. They are good for thé liver 
and blood, Cures constipation and Piles, Espe- 
cially adapted to all cases of indigestion and dis- 
eases arising therefrom. Price, $1.00 per box. 
Magnetized paper $1.00, Examination by lock of 
hair sent in letter $1.00, Best of reference civen 
and certificates furnished by responsible parties if 
desired. Will visit patients at a distance if re- 
quested. Dr. W. A. Towne, office 431 Main BG, 
Springfield, Mass, 


4D VER TISEMEN 78, 


“FOR ‘SALE CHEAP 


tere very desirable lots in. Keg Harbor City, Node One | 
ne ay from. Philadelphia; climate aulibriouss on line 
-of Camden‘and-Athutic Railroad, and-jn close - proxtnlly. to 
a navigable river. Lot No, 23 in Block B15 ind Lot.Noj $, in 
Block-hotween Baltimore snd-Bremen avenues, 1800) square 
‘féot and freetfrom all fncumbrancés. Apply.to 8, HART- 
MAN, Wheoling, W: Va, or to oftico of Mind AND BNET RE | 
713 Sansom Street, Potudetphin, me i i Nen 


C WANTED—By n middle agel man, a TRR] ha Night 
Watoliman, -Rest of reference: fram ast employers, Ad- 


| dress, WATCHMAN, cure of MIND AND’ Marten, 713 a 


som Street, Philadelphia, Pa, yey 


SEND: ME ONE DOLLAR BY NAIL, 


And I “will eend you five boxes of my Ant- malarial Liver 
‘Renovator Pills.” They néver fail to kill all forma of ma- 
larial germs, purge the liver, cleanse the:stoniach, clean out 
‘the bowels, nnd kill ov ery. Vestigo of poison in the blood, 
Address.” > > W. PAINE, M, D. 
5w zE 2508, Ninth Street, Phtiida, Pa 


“MRS. JAMES: A. BLISS, 


“Matorializing Medium, „Seances: every Sinday, Tueaday 


-and Wednesday. evening. út 8 o'clock, mid Sunday. after= |: 


noon at-3 o'clock, No. 30. Kast Newton atreot, ‘Boston, Mass, 
Mr, Bliss's Developing Circle: Montay evening.. ‘Prly ate site 
tings Moneys: from 9 A, M; to 6 P.M, 


. DANIEL A. ‘MOUNT, 


Sole ial for New Jersey and Pennaylvania, ia BL 198° 
MAGNETIZED PLANCHETTE, Price 50 cents, post-paid, 
cua Daniel Mouut, tes cae Plaing,.N, J. < 5-26 


W, A. COLLING 
aee efferson Go. 


FACTS, . 


X 


a 


A. Quarterly Magazine. 


The first volume contains over 450 pages the last number 

of which is NOW READY, Ask your news agenta for it. 

Its Index has over 1100 References to Phe.. 
nomena of Different Classes, 

No other book contains the testimony of so many Experts 


in Spiritual Science, Have you subscribed for 1883? Only 
$2.00 per year; single copies 50 cents, Address, 


FACT PUBLISHING COMPANY, 
_P. 0. Box 3539, Boston, Mass. 


LIGHT FOR THINKERS. 


A Liberal Spiritual paper. Published At Atlanta, Georgia; 
Terms of subscription, $1.00 per year, 


. | -BouTon STAR & CHRESURNT C Co., 993 W. Potk St, 


a centa r hree months, 


ET a 
"rs. A. . Glnding, ‘ainlevoyant ‘and trance medium, 
Dleeasea diagnosed by lock of hair, Publie qircle every 
Monday, and Wednoadiiy evening, nt 8 o'clock, Con- | 
sultations daily, No. 1710 Francts street. 


Dr. B. F. Brown, Magnetle Healer. Treats patlente 
at their residences and also at his rooms, 45t N, Sth Stu 
Philadelphia, Pa. Treatment for obsession a specialty, 


Mrs. Katie B. Robinson, the well-known Trance - 
test medium, will give sittings dally to investigatora, at 2128 
Brandywine. street , 


Mrs. Carrie Crowley, Trance Test Medium, will give 


private sittings daily from 9 A. M. toð P. M. at 1005 South F 


enth Street, 


Mrs. S. €. Faust, 936 North Thirteenth street, Tranoe, 
Test and Business Medium. Letters answered from a dig- 
tance. Fee for letters $1 and two 3-ct, stampa. 


525 South Eleventh, St.—Developing: circles, every 
Monday and Thursday evening, See advertisement, 


Mrs. Mary A. Nueneman, M. D., Clairvoyant and 
Magnetic Healer. Treatments given free on every Saturday 
between the hòurs of Zand 4 o'clock 1121 North Fourth St, 
Office hours from 7 to 11, A. M. and 4 to 8 P, M.: Patients 
taken to board and every care and attention furnished Tease 
onably. 


~ Lydia J. Walters, Clairvoyant, Business and Tes 
Medium, T Noble St. Sittings from 9 A. M. to9P. M, 


Dr. Henry C. Gordon,’ Materializing and Slate We 
ting Medium, 691 N. 13th.St. 3 doors below Fairmount Av 
Select seances every Tuesday and Friday evenings at d 
o'clock. Private sittings daily for Slate Writing testa and 
communications, 


Mrs. George, Business and Test Medhim. For Com- 
munications by letter, enclose one dollar and one three-cent. 
stamp. Ciroles by engagementonly, 680 North th Street, 
Philadelphia, Pa, 


Mrs. M. E, Aldrich, 1031 Girard’ Avenue, Private 
sittings daily, (Sunday excepted,) from 9 A, M. tod P. M.. 


Lizzie Mingle, Test and Business Medium, 1415. How», , í 
a 


ard Street, Sittings daily, 


Mrs. M. MacBride. BSitings daily. No, 2524 Oxford 
Street, Philadelphia, ’ 


A, James, Trance, Test and Medical Medium. Sittings 
ally to-persong or to letters, at, 747 South 7th st.: Test and - 


“Business. Sittings, $1 00. . Medical Sittings, with Remedy, : 


| $2.00.. State Age, oumplexion.and symptoms, 


Mr. and Mrs. T. J. Ambrosia, Slate Writing, Liat 
voyant, Trance and Test Mediums, 1223 North T 
Circle every Sunday, Wednesday, aud Tey Aa aia 


filso every Tuesday at 2.30 p, m, Consultations dally tom 
8a, m, to 6 p. m, 

Dr. Roxilana T Rex. Healing : snd Test Medium 
614 Locust street. Di, 


senses of. women a apecialty, Con 
sultation free, Consultation by letter, enc three ao 
stamps. 

CANCERS cured: without extirpation, pain or recurenoa, 
Nervous and chrónio diseases auccessfully. treated by the” 
RUTTLEY MEDICINE CO,, 426 North Eighth St., ae 


Mrs. S. J. Selfe, magnetic and electrio, business, 
veloping and test medium, Treats.all diseases of Mind = 
Body ll acute and chronic. “Will call nt residence if de- . 
sired, Classes for Development, Tuesday, Thursday. and 
Saturday Evenings, Fee 25 cents, No. Bu Gauss Ninth, 
street, Philadelphia, i 


Mrs. J. Wiley, Magnetic Healer, 1128 Vino street, curea 
by laying on of hands, Ofico hours, 9 a, m, to 12 m and8 
to5 p.m, S 


Mrs, Margaret ¢lomons, Clairvoyant and | Tranas, 
Medium, 1206 Bainbridge. St, “Sittings daily, i 


; Pata DREPHIA SPIRI TUAL MEETINGS. 


Penau 


cae 


` “SECOND ASSOCIATION OF SPIRITUALISTS. 


i 
i 


i ¥ i == oe 


Seat 


—Thompson Street Church between Front Streotand Franke - 


‘ford Road, -CHILDREN'S PROGRESSIVE.ALYCEUM. every 
Sunday afternoon at Two-O'clock;; Conference and. Circle”. 
combined at linlf-past Three O° clock, The public cordially’: 
bution: Sonts free.” ` 


CAPIRITUAL . PUBLIOA TIONS. 


“THE VOICE OF ANGELS. 


y 


Le Bight Ages, published at No. 5 Dwight St, ‘Boston, : 


“Mians., the lat and 5th ‘of each month, 


Spinit L; JUDD PARDEE, Editor-{n-Ohlef, . a aS 


“= D, K. MINER, B ainess Manager. af 
“ DO DENSMORE, Publlehiar. 
PriO@ YOArLY..cssscssssesrsssresnssssrsssenseseserecess ie {n advance, 


Le pessnaenerecener 


PORer roe neceravesenns 


Single es Senate TAN EATA yaen ms 


The above rates include postage, Bpoolmen coples sent 
free on application at this office, All letters and communie 
cations to recelye attehtion) must be directed (postpaid) to 
M. B, SPRAGUE, 


THE WATCHMAN. 


A monthly Journal devoted to the interests of Humanity: Apis 
ualism, and the Spirit World, Published’ 


`. HATTIE A, CATH, ARTHUR B, BHED 
Pol Editress, ~ i ~ Manager, X 
` TERMS OF SUBSCRIPTION. —Per volume of 12 numbers 50 - 
‘oenta; in-clubs of 10, $4.50 in-advanco, single copies 5 oante | 
TU. B. Postage. Stamps will be recelyed: for subsorlptions for 
‘fractional parts-of. a. dollar, Apeoitien coples free. To ay 
one, sending us 10 new subsoribéra and $4.50, we will or 
as à premium, a.cabinetsize photograph of “White Feat or 
“Peace Bird Queen,” spirit’ control of Mra, H, A, Oate, the 
Developing Medium; Paya chometress and Editreas, Address: 
all communloatiois to A THUR ‘B, SHEDD, Manager. 


-THE LIBERAL ACE. 


=A Jodra of ethioal oulture and reform.- Advocates. pos 
Jtlost-and souial reform, niental, personal and olvil Hberty, 
and the separation of ‘Churoli and State, Opposes suportis: 
tlon; intolerance, protiliitory. and'olasa region generally, 

Subsoription price. $1.00 pêr- year in advance, . ‘Single 


ONE PE EEEN PE T 


: oplos freo, Benl for one., Address, 


‘THE. LIBERAL AGE 00, 
bs _ MUWADKEE, w 


“THE WOMAN'S WORLD. 


A Weekly Paper. Published by Helon Wilmana, 


$1.00 yearly ‘subsoriptiona; 50 conta for six months; 26 < 
Brygga House, oe Deo. ee 


A Large Eight Page Journal: Devoted to the Intereats of Bue 
: manily. from a Spiritualistio and-Soten tifo Btandpoin. -.; 
j -Issued -Weekly at- Oltumwa. Owe. 


Fox & Wirgon, PO 
D. M. & Nurriz P, Fox, 2. 
M; K; Waiaon,- . ; 


Editors, 


by iho i 
me os 


a 


“=~ Publishers, =. a 


ok 
. 


Assistaut: Editor, 2 


THE OFFERING will be oonduoted independently, ims 


partially; Nothing looking to man's welfare will be deemed 


‘alien toits pages, Offensive personalities and: Indellcacy ot- : 


language : will.be wholly. excluded, Ia ita editorial oon- 
duot the truth,- beauty and: utility ‘of. Splrituallam: 
-will be: advanced, < Tt- will ‘not, in any partloular. be a 
sectarian: Journal, but broad, progresalys, and Hberal—will - 
give fair and equal: expresalon to all - forms of. thot ee 
Above. all T it- aims-to:be Liberal, to be devoted ta 
Spiritualism in ita 


writers, {u it will be found Lectures, Kesays upon Bolentifie, 
Philosophical, and Spiritual ‘subjects { Bpirit Communice- 


tions and Messy “Ten 

RMS oF SUBSORIPTION, aol Sees 
Per Year, Snavnanseveneaccsseesconsccenecenecesseenaanesnaroneneeg nets T it 50- 
Six Montia. Sya 15 


Three Months... 40 


By Arrangement with Fowler & Wells publialiera of the 
Phrenologieal Journal, the Offering and Journal will be sont 
one year for $2.75. Should the premium offered to new sub- 
scribers hy Fowler & Wells; be wanted, 25ota., extra must be 
enclosed to cover expense ot boxing and paokin the Bust. 
The price of the Phrenological Journal, formerly $3 per an- 
num, is now $2, but, ordered from this ofica, both it and the 
Offerin can be had one year, postage pald, for $2,75 or $3.00 
for bath, including premium, the nrenologica) Bust, with 
Illustrated Key, fully explaining and giving sugh direotiona 
as will enable the reader to understand ita ta 

In remitting by mail a Post-Office Money. Order mi 10 - 
tumwa, or Draft on a Bank or Banking Howse in O 
or New York City, wee to the order of D. M. Fon 

referable to Bank Notes, Our Les oan remit us the 

tious! part of a dollar in a stam 
Address, Fox & aon, Ottumwa, lows, 


‘ett contributors will ‘be found our-oldest, ‘ablest 


sansueenecsssnenseenessacessveceserelerseses 


broadest, highest, “moat extonalve appl mr ae ae 


W 


[PURLIBHED AT APECIAL HEQUEST,] 


- Kon. Warren Chase, 


S, , a ronn 


Heat ARY Tm, 1883. 


As the babe born \n the manger,” 

É Felt the colg world’s scorn and hate, 
; Re neers Soa nelle {nfant stranger, 

A pi pee ae ~ : Ina bleak New England State. 


A unwelonme to thè hearthstone, 
: TER - His only dower was mother love— 
: : ; These the first „ears of the lone one, t 
A ; ae: i] mother passed to bome above, 


“Then this helpless, homeless orphan— * 
` What was there for such as he?” 

ast upon the world’s rough moorings, i 
Void of human sympathy : . 


a a This poor outgast of creation, a 

a, . Fatherless, motherle, was he, = ca 

Nop: ` Who came to earth j id lation f 
Of the. laws of equi 


. And the people we call “Christian,” 
Were the first to cast n non 
At this poor despised 9 who 
- In this life line of ihe R lon. n K 


ri rae So 7 cee ` Bound in bondage by uheleet mein”. . “eee 
raat FRA -Till the-yéars;of. twenty-one—- DO 
da kes to A freedona 
To this boy PT i 


j “Labor; labor: and exposure, ` 
: i  Unpropdrtioned to-his years}. Š 
eae “Beat and bruised until diselogure: ` 
-Found at lenguh a Histoning. éar.. 


* .. “lwenty-one w 


ck hispering of. L ry i 
i a Be wou dno longer Feuch Burdens,” 


7 : ‘Then there ¢ came al eam of sunshine, paste 
“This boy, determined to be free, 


S Horman from’ cruel master, k 
-From the bondage he‘had borne? s : 
Bis tired feet flew but thè faster, : ane ee 
-AR they bore. him further on, AITA ete = 


gece 


; . < But why on frad memories linger, © ~ 
E ae ‘In the life line of thélone? > = = 
ee eA wv HiB ange }.mother’s unseen finger- 
th ` A _ Guides the  footeteps of her son,» > 

s 4 as 


- rom out the damps of Borrow, . 
Like the water Jiiy’s bloom, „< 
Thou hast risen in glorious triumph, ~ 
. Shedding light and sweet perfume, 


ig 


“Thoi didst rise to bless the nation ` 
‘With thy counse: und advice, 
“And thy light has brought salvation, 
`=.. Dried the mourner’s ct eyes, 


-Phou hast plead the cause of wowan, 
` Thou hast bid the fallen “rise,” ` 

ah SEN aias . Knowing every soul is human, `. 
phos : +. 4 And that none : should \ we despise. 


Feats og Se 4 Sp the council of the nation ~ pà 
SES . - O. Thou hast plead the poor man’s cavee, 
cons Shown therotten rude foundation “ie 
Of our earthly man madé Jaws, iS 


And wheñ the “vans” at Hydesville fero 
First rang the reveille~— 


“Of the soul’s, imuurtitity— 


You were the firat: to ateh ite eche 
. © And send it forth again, 
EAR TE - And were never known to.falter.., 
ae Bog Eie dn sunshine or in: rains; 


: Bút often i in the winter, SEn 
Thro’ thë sorin and cold and sleet, = >e 
You haye walked the weary diatunce, 
‘Your ‘engagements pompt to meti ; 


ae Ae 


Sr SRE RG oc oe ee? Very often not receiving’ -- T UE E 
Sete oO n Sertp enough to pay E E EE 
natok, 7. But this blessed truth of heaven Te: 
see Must be spoken everywhere,’ $ i 
$ TET ie 


Thus you labor all ungelfish, - $ 
By the help of angel world,, *: 

Ti Truth's grand and glorious banner k 

p O'er all nations is unfurled, n 


Oh; believe it not that heaven et s 
Is unmindful of her song, 

When she spreads such glorious banquet 
For earth's starving little ones, 


As the babe in Bethlehem’ a manger 
Was born of low estate— . 
Bo this star in old New Hampshire 
oA Has risen good and great, 


What though thy: locks are silvered 

‘.. With the frosts of seventy years; | 
`> > What though thy feet have trodden: Nita aes 

Through sorrow’ gs weight and: tears; : . 


ie ele Ue a ‘The giant oak stands longer: , 
Jas hss Bor tpþerough winds eruel blast, : 
TA Moe And human:sóuls are stronger - . 
“A “When the trial hour is- past. ; 


Es What though old ‘Time has kilvered: he 
J. 2. Thy locks of raven balr;- : : 
> And with hig silent-finger :- 
: Hos writte a wrinkles RER 


The frosts of seventy winters - 
But make the fruitage ripe, . . 
_ And‘crown with radiant halo- © 
: Your. locks now silyered white, 


f “And ‘when you. cross‘the tiver; ee 
: Through heaven’s'starry. gate 0 
- Across the bridge of silver, 
Where lovew ones fondly mit 


os You will find thatall life's porroy 


: LLAVINA Marunwe, f 


Pee. i. an si : 


eae =e pansa MEDIUN,- 


way 


5 “May oth, M. B. 3. 


Gave Sunpicius GALBA. 
(A-Roman, Emperor): 


-I Greet You:—There is but one way open to 
all spirits to progress, and that ‘ia, to study.to tell 
the truth, a8 far as they knew what, it was, when 
"they lived: i in mortal forms; That is the only re- 
. “compense they can make to, mortalé for the 
`. wrongs, they have done, I was born B, €.-20 at 
‘Rome, I-died or passed’ away in A. D. 69; and 
- you can see by these dates that I cover the most 
important period of the establishment of the sgo- 
valled Christian religion., I was consul at Rome 
in A. D. 33, governor of Africa in A, D. 45, and 
finally emperor of Rome for a very short time, 
when I was assassinated in the forum by soldiers 
under the command of Otho. In A. D, 33, while 
‘consul at Rome, a letter was addressed to me by 
one Philus of Antioch, stating that there was a 
great insurrection there, on account of the en- 
trance into that city of a doer of many wonderful 
things; and he was appteliended there and sent 
to Rome, where he was brought before me. His 
name was Apollonius of Tyana, or Tyanwus, ag 
` wecalled him-in these.days. He was charged 
with having defrauded the people. I said whim: 
“Tf you can produce before me those manifesta- 
tions of power which you are charged with havin 


aay Song on the Seyentleth. Birthday of 


Busp AT Hb RECEPTION IN BAN FRANCISCO, CALIFORNIA, 


| the daughter. He. was goi 
| nius removed taract from 


nm 


| day. 


{side the gutes of thatcity, the people gave him a 


| denly, because of the uproar he created among 
1 the: Jews, which ever togk place. when anything 
. threatened to interfere ‘with their religion. -Ser-: 
‘| vius. Sulpicius Galba; once emperor of Rome. 


Aamann the glorious gospel t: > 7. a yi 


| the Encyclopædia Britannica, —En:] ` 


: Roman emperor, -He came from a noble family, 


s “torof the same namé, though unconnected. either 
"|. by birth or-adoption with the line of the first ajx: 


“| power. of the prietorians, and. thë- discontent of | 
{-the. provincials, weary of- Nero’s rule, and begin- 


: justly remarks, the death of Nero divulged that 


Id 
N Soth Augustus and Tiberius prophesied" to him 


‘in part borne out. by Tacitus, and rests on the 
| authority of a credulous gossip, who inserts an 


-| fortunes: but it helps to show, what we learn 
{from other sources, that. while still:a -youth he 
| was. regarded as one. who was capable of great. 


| of office to the consulship in 33 A. D., he acquired: 
| a high and well: merited reputation both as a gen- 
-eral: and an administrator in the- provinces: of } 


„| zenship, he allowed him the -honor' of a higher 
-| gallows, 


| his administration, he was indolent and apathetic, 


| growing infirmities of age. Yet his career, taken 
`i Fag @. whole, shows the j justice of thé common judg- 
_ | ment, as reported: by Tatitus, that all would Have. } 
oe pronounced him fit-tor-an enspiretjad he not been 


“| The appeal of Vindex urging him to assume the 


Straight to Rome, 


MIND. AND MAT: ER. 


and remain your friend for the rest of my days. ” 
There was a man present. whose name was Mar- 
tianus, He was bent like thia, Aloe the me- 


. | dium’s person was used by the spirit to imitate a 


man bent nearly to the ground,| He had never 
stood erect since he was born. Apollonius turned 
to him and 


fore us.’ I acquitted Apollonius, and he was al- 


| lowed, to return‘to Antipch, or to go where he 


pleased. - 

The ‘ext time E met him was in Carthage, in- 
Africa, in A. D. 45, .He was again arrested—this 
time by one Publius Ælius, who was his accuser 
and his judge—because he did not restore his 
daughter to health. It. was proven that. Apollo- 
nius had received from him something like twen- 
ty talents-of silver, but he had given it to the 
poor. He, however, had restored the sight of the 
son of this Publius, although uld not cure 
bind, and Apollo- 
eyes, thus re- 


eyes 
I did not see Apollonius again until A, D. 50, 
when I was again at Rome, This man, at that 


` -| time, had grown into great favor. He was looked 
_. "| upon as the incarnated representative on earth, of 
es J upiter, or Apollo, or. both: 


From the time when I began to: understand 


o, © o| things, about B, C: 5, until the time of my death |. 
` V'in. A. D. 69,1 never heard of but’ four different |’ 
"lV kinds of religious, doctrines that then prevailed, 


and I-will name them, First, the Pythagorean or 


l oe Platonic’; second, the Gymnosophic; third, the 


Essenian ; and fourth, the Apollonian. Those’ at 
least were 3 the four principal religions, ontside the 
worship’ of ‘the. Greek and Roman myths of my. 


pts far as'T was myself concerned, my individual: 
belief would be more likely to ‘correspond with 
Mahomet’, That is, I: was a fatalist, and believed, 


` er erhat. whatever happens must. be, and I submitted 
-to that necessity. I dò not claim to have been an 

-f ambitious man—I dó not. claim’ to have been a 
"| virtuous one; „but as a spirit, sir, I do claim to be 


‘an honest í one. f 

Ques. Have you any knowledge: as to whether 
Apollonius of Tyana; did or did not go to Jerusd- 
Jem about the year A. D. 33?, Ans, Two years 


Mater than that, in A. D. 35, I-heard of it. Ques. 


What did: your hear in- relation to it? Ans. I 


| heard from. Pontius Pilate that a man, whom he 


told me was-A‘pollonius, rode through Jerusalem 
‘on an ass; and becduse he had cured lepers out- 


great ovation, Ques. Did-the Jewish priests have. 
him,punished?-.Ans. He left the city very sud- 


“[ We tako thè following account. of Galba trom 


“ Sergius’ Sulpicius Galba; (3 B: C69 A. D) a 


being sixth.in direct descent from the great ora- 
Cæsars, -He ‘owed his- elevation. to. the growing: 


ning to assert their ‘independence, As Tacitus 


secret of the empire, that the em perors could be 
made: elsewhere than‘at Rome. From the little: 
we know of his earlier years, he. appears as a 
young man of remarkable gifts and even fascina- 
tion—a strange contrast to his weak-and unlovable 

age. His biographer Suetonius, relates that 


his future rise. The story is improbable, though 


omen or a prodigy at every turn of his hero's 


things: He-resisted the solicitations -of the em- 
press Agripping, and‘ refused the rich legacy of 
Livia Augusta, Rising through the various grades 


Gaul; of Africa, and Spain, which he successi vel 
held. For the first half. of: Nero’s reign he lived |. 
in retirement, till, in- 61, the emperor bestowed 
on him the province of Hispania, Tarraconensis, 
“The firat years of his rule were: marked by | 
rigorous discipline and strict justice, which some: 


times degenerated into cruelty. “We are told how |. 
| he-nailed the hand of @ cheating money: changer 


to his bench, and how, when a guardian who had: 
murdered his ward, appealed to hig Roman citi- 


‘It is true that during the-later period of 


whether it. was. that: he sought ta elude the jeal- 
ousy of Nero, or, as is ‘more probable, felt the 


eniperor indeed. In:the- spring: of 68, Galba was: 
holding an assembly in New Carthage, when the 
‘news reached: him of the insurrection in Gaul.. 


championship of. the oppressed huma race,: 
-placed Galba in an awkward dilemma, and his 
decision was prompted not so much by ambition 
as by fear-of Nero, whom: he knew to'be plotting. 
his death. ‘Cue tall and suicide of: Vindex ré: 
‘newed his hesitation, when’ the news that Nym- 
phidius Sabinus, the: prefect of; the prietoriang, 
had declared in his favor, and by large promises 
in his name carried the troops with him, revived 
his spirits, Before, he bad only darii to “call him- 
self the minister of the génate and Roman people; 
he now assumed the title of Cæsar, and warched 


* “AC first he was welcomed by the senate and the 
party of order, but he was never popular with the | 
soldiers or the people, and he soun forfeited the | 
regard even of his few supporters. He was ruined 
-by his virtues no less than by his vices, To the 
prietorians who claimed their promised largess, 
he replied that he chose his soldiers and would 
not buy them, The mob was disgusted at the mo- 
roseness and niggardliness of a prince who hated 
all display, and rewarded a popular singer with a 
paltry present of five denarii. But. the respecta- 
ble classes had graver causes fór discontent. They 
soon found that the goverument was wholly in 


produced by fraudulent means, J will free you the hands of three favorites—two of them otlicers wrote his biography, should have said nothing of 


said: “I command you tu stand’ 
‘| straight,” and instantly he was straightened. be- 


| his birth seyeral years later. than: the- 


"of spirit power taking place through my, then, 


Spain, Thus the worst abuses of.the last reign 
were revived, without any of ite brfllianey and 
aiety. 

“ Galba was first made aware of the general dis- 
content by an outbreak among. the legions of 
Germany. He sovght to avert the rising storm 
by an act which, if Better timed and performed in 
a popular way, might, have saved him. He adopt- 
ed as his coadjutor and successor Piso Frugi Li- 
a te a man in every way worthy of the hon- 

The speech in which hé announced to Piso 
his election has a genuine ring, and convinces us. 
that his choice was wise and patriotic; but by the 
populace it was attributed soley to fear, and the 
preetorians were indignant at it because unaccom- 
panied with the usual donative. When the ele- 
‘ments of a revolution are all in train, a leader is 
not far to geek. Salvius Otho, a disappointed | can- 
didate for the office of Piso, entered into. commu- 
nication, with the discontented . prætorians,. and 
was by them adopted as their emperor. Two sol- 
diers from the ranks undertook to transfer the 


ic | empire from Rome, and -actually transferred it. 


Galba, on his'‘way to meet the rebels, was met by 
a troop of cavalry and butchered near the Lacus 
Curtius, A common slave severed the bald head 
from the body, and thrusting it inside his toga, 
presented the bloody offering to Otho, : Thus per- 
ished unwept and unpitied,a man who, had he 
died a proconsul inste 


tury,” 

, Such is the history of the Roman emperor Gal- 
ba, as it has come down to us, It was the spirit 
of this man that, after more than eighteen hun- 
dred years, returns and gives that most remarka- 
ble communication: The spirit tells us he was 
born in B,C, 20 instead of in B. C. 3, ag the date 
‘of his “birth: has been .supposed to have been, 
There are some things that would go to show that 
the date given by the spirit’ as the: time of his 
birth, is more nearly correct than that which -is 
assigned by historians.. If he was born in B. C. 
3, he would: have been only thirty-six years old 
at the time he was consul in A. D. 33, or in'3l, as 
is the date fixed as the time of his appointment 
to the consulship by, Tiberius, 
ble that one so young should have attained that 
rank. Besides, it is mentioned by Suetonius, that 
Augustus, who died in A, D; 14, predicted the fu- 
ture rise of Galba, If that be so, then Galba must 
have been then only 17 or younger. For that’ 
reason this statement of Suetonius has been ques- 


tioned, But if Galba was then old enough to have: 
| shown his ‘fitness. for official promotion, he must 


have. been: born. about the. time he stated’ (B.C. 


20). He had nio: doubt been. called to. official po- 
‘| sition before ithe death of August ug, and thus dis- |. 
| played his. qualifications. for public service.. Still 


further than this, it is ‘admitted that very, little is 
known of the early life of Galba, This is because 
it 448 been found convenient to place the date of 


occurrence, The spirit: certainly unders od ‘what 


he was saying, for he not only names. the year B,. 


C, 20 a8 the time of hia birth, but he says that i in 
B.C. 5.he was old enough to understand and re- 
member the current events of that period. We 
regard this variation from the supposed date of his 
birth as one of the strongest proofs possible that 
this communication is as authentic as it is-true, 
Galba is spoken of a8 an ‘aged man when appoint- 
ed, by Nero, governor of the province of Spain, 
and his administration that of a man worn out 
by age or governed by fear. If Galba was only in 
his seventy-second year, at that time, it is hardly 
likely that: he would have been’greatly disquali- 
‘fied from manifesting his usual: ability asa gen- 
-eral and 3 governor df provinces, “We therefore. in: 
cline to believe: that Galba was. a mach older man: 
at that timè.. 

- Thig- ‘eqqtimunication, if it may: be: credited; 
-throwgtauch light upon the suppressed portions of. 
the Life of Apollonius by Philostratus, and inthe 
most surprising manner confirms the communi- 
cation given by the spirit of Apollonius more than 


‘two years ago. In that. communication Apolo: ! 


‘nius: gaid:  - z 


“ Let our salutation ba thé a of truth and 
its conquest of superstition. I was, according to the 


‘Christian calendar, born on the 16th day of Febru- : 


ary, A. D. 2, of wealthy parents; was educated, 
‘until my dth year, in: general . ‘philosophy and 
literature, when I served for. six years under. 
Enxeries of Heracleia, learning the Pythagorean 
philosophy. . After acquiring: all I could: learn’ 
from the teachings ‘of that philosopher, I went to. 
Antioch, and from there to Jerusalem, On.ac- 
count of some wonderful. physical: manifestations, 


young mediumship, which persons living in Je- 
Tugsalem had heard of, my entrance to that city 
was hailed, as it has been alleged the entrance of 
Jesus of Nazareth was hailed, with ho#annas and 
songs of praise to one who:.6gme in the name of 
the Lord.. And. now, mark particularly what I 


Bay 5. this took place when I was thirty- three yeare, 
“of age.” 


If this statemen of the. spirit of. Apolloniue is: 
correct, he must have been thirty-one or thirty- 
two vears of age when he went from. Aig to An- 
tioch, and if he was taken to Rome to be tried by 
Galba the consul, at that time,.he was in his 
thirty-second-year. It is true that Apollonius did 
not say anything of the commotion he had created 
at Antioch, but he did expressly state that he 
went to Antioch, and from there. to Jerusalem. 
This would indicate’ that Apollonius returned 
from Rome, after -his release by Galba, dnd no 
doubt finding the disaffection towards him still 
existing, was all the more willing to go to Jerusa- 
lem, where his-renown as a medium of spirit 
power had preceded him, At all events, it is just 
this part cf the history of Apollonius that is-miss- 
ing. It is hardly likely that Damis his disciple, 
who wrote annals of his life, and Philostratus who 


ad one a freed-man who had followed Galba from | 


. judgment. 


-priests in the temple of Asculapius at the latter 


of an emperor, would have 
left as fair a fame as any: Roman of the firat, cen- | 


‘from Rome by Nero, that. Apollonius went from 


It is hardly possi-. 


losophers, and not afterwards as has been sup. 


ime of its- 


i termine, and: must therefore take the spirits state. bes hs oS ies 


account of his healing lepers’ outside thé gates of 
and Pontius Pilate ‘were at Rome at, that time, ` : l Bur J 
‘Pilate having been’ summoned. to. Rome toa answer: * 


| for some acts of. misadminiatration as procurator - 
of J udea, Nothing could be more probable than. 


chad, or that auch a narrative on the partof Pilate ` oe 
was given to Galba: 


‘| torical probabilities, and 80 entirely consistent. ` 


‘given relating to. the same circumstances, - 


ing demonstrated _beyond all reasonable doubt. 


porter to be very particular in‘taking down what) 0 0 0 a . a i ; 
-ia said. Ques, What is going to occur? Anse. o ol titei 
| Two. spirits one: hundred and fifty or two hundred 


more ancient spirit, 


lived in the reign of Julius Cæsar B, C.44, and `! 


‘sone 2; M86)” os 


these most striking and important events in his 
life, It is certain that none of the writings of ` 
Damis have been permitted to° come down tous, =< 
and the oldest copy of Philostratus’, Life of Apot == = 
lonius dogs not. date earlier than the tenth centue. = 0 
ry. The wonder is’ that any part of the latter 
work was allowed to come down to us. 
It is a historical fact that Galba was consti i in. 
A.D, 33, and if Apollonius was apprehended ats ee 
Antioch, as the spirit: states, it was before, him ‘ . 
that Apollonius would have been brought for  * 
It was about that time Apollonius © °- 
must have gone to Antioch, and his advert there, . 
after the wonderful things: related as haying oc- 
curred through him at ye, while with the 


[seats FEISS, sateen et 
RSET SERIE a 


ž 


~. 


city, no doubt would have caused the greatest 
consternation among the Grceco-Roman priest- : 
hood. We infer that Philus of Antioch was 4 Roe a 
man priest, The details of the res@lt of the hear-* = 
ing of Apollonius at Rome, are entirely consistent. 
with the wonderful manifestations of spirit power. 
that are known to have occurred through Apollo- «. l l 
nius, not only before, but ‘for more than sixty i EEE A 
years after that period... AAS 
It is also’ a historical fact that ‘Galba i was byo 
Nero appointed governor of the province of Africa. ` 
in A, D. 45, and that he was then at’ Carthage. a 
It is also a. historical fact that having. been driven 


Romé to Gaul and Spain, and from thelatter‘coun- -` 
try went to Africa, and wasat Carthage, atthe time . 

‘the spirit of Galba states he was. there.. ‘We may 
therefore infer thatthe incident referred to by’. 

the spirit, the arrest and discharge, of Apollonius. 

in Carthage actually took place, From Carthage: < ` 


“he crossed to- Italy, and from Italy set sail for o ` E Ce t ;. 


Greece, and ‘from that country went to Egypt.’ BB: 
where. he Was, when Vespasian was declared em- a eae a B 
peror, on the death of Neros SN Pi RE je 

The spirit tells us’that the next time. iio saw: Oe ae 
Vespasian was at Rome in 51 A, D., when he: aera) 
was again in that city. This must have been. 
before the second edict of Nero against the phi- 


“ 


posed. It is a well established historical fact, that,” 
by A. D: 50, Apollonius had become greatly ře- 
nowned, and exerted a. powerful influence over’. 3 
the minds of the ‘ruling claases: as well-as the: 
common people, We have: thus the. facts whi. fad 
go far to.confirm, if not to establiah, the. positive : . E, ce 
truth’of the detailed: statements of the spirit, pout 

The spirit tells us that the: four principle nella 
jons that prevailed-in his time where'the Pytha- - 
gorean or Platonic, the Gymnogophie, the Essen- . 
ian, and the Apollonian, . He-further tells usthat. =... | 
these were combined in a fifth called the Bclectic. © < 
Whether Galba. was, or was. not,’ what: he claims: - 
to: have. been, a fatalist, 4 we fave no means to. de- 


ment. on that: point. for what it is worth, 

But what the spirit says in. regard to Apollon- 
iug’s visit to Jerusdlem is of the greatest interest, ee | 
if tree;.as it shows who the Jesus of Nazareth - ae aie is : y 

l 
| 


was, who created such a confusion among i the: : 


Jews of Jerusalem'in A, D, 34-35. ‘The spirit tells `. 


us that two years after Apollonius was at Jerusa-` 
lem, that Pontius Pilate told him of the entrance 


of Apollonius into Jerusalem riding on an ass, a g E 
and that the Jews gave him a graad ovation on ==: 


the - city. Now. it: is historically true: that Galba: `: 


that Galba. and Pilate met’ at: that time, and it is. 
hardly less probable that. such a conversation was 


my gh the 
or fou 


We do not hesitate to say that we credit this ee eer Ll 
communication, Ak: being’ 80 ‘consistent, with hiss. 00o 
with the communications that have been before 
‘Thüs: 
the testimony of apirit.aftar spirit is piled up, alk ae * 
tending i in the most surprising manner to show” c o E 
that Apolloriius of Tyana and his labors, are the. 
sole basis of the so-called Christian religion ; and ` 
thus the fraudulent nature of that religion is be- 


At this stage of the sitting, when Galbi’s com-, 
munication: closed, Cha- “Wan: ska, the Indian guide: 
of the medium; said : 


CUA-WaN: BKA. i l l 
. Brave: Ronents:—There is a very singular: 
thing going to occur now, and I want the re~ <- 


years: apart, make’a connection; and Ahe more =, * 

recent one-wants to speak for: himself and the. 
And they want me. to ex- 
plain this to you, and give their names, so that. 
there will be gio trouble. afterwards about the. 
names. The first one is Trogus Pompeius, who. 


who wrote a universal history which. is’ not now 
extant, for the reason that he told too much about 
the. ancient religions for the Christians, and con- 
sequently it was destroyed by them; the other 
was a Latin historian, Junianus Justinus, who i ; me 
lived in the reign of Titus Pius Antoninus, A. D. 
161. He wrote his history from the history of 
Trogus ; and the only way you can get at the facts . 
is for these two spirits to work in concert.. Jus- 
tinus wants to tell you what he knows about the. 
religion of Basilides and Valentinus. - 
: JUNIANUS JUSTINUS: 
(A Latin Historian), 
. I Saute You:—In coming back' here I am like 
a whipped school boy, who has a tale to tell. Ab 


[Continued on the ‘Third Pee 


